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Consolidated Edison orders precipitator for 
Ravenswood Nov. 9 

Senate pushes implementation of Clean Air 
Act (N) Dec. 14. 


ACCOUNTING 
Anti-trust accounting discussed at Mid- 
west Assn of Railroad & Utilities APPLIANCES 
Commissioners meeting (N) Aug. 10........ 7 
Kansas City P&L bill costios ney cost 
M of electricity ON) July 27 .... ua NEMA’s Smith says new ‘approach needed for 
icrofilm and video speed customer informa- selling high-end units (N) July 13 .. 
tion ot Consolidated Edison. A.N. Brows Room air conditioners top es sales 
PUD EE sécsevtnckcssses ‘ (N) Nov. 16 . 
Shipments show first- -quarter gains (N) July 13 
Six major electrical appliances show gains 
in first ten months (N) Dec. 14 


Dutch market household packaging appliance 
(N) Sept. 21 ; 


Normalization or flow- through? A continuing 
controversy (table) Oct. 19. ; 
Yes-men accountants can hurt utilities July 6 


ADVERTISING 


see Public Relations .. 


AREA DEVELOPMENT 


Appalachian bill restricts power facilities 


AIR CONDITIONING as... 
Air conditioner shipments head for new high Blue Ridge project to boost ¢ area economy 
(N) Oct. 5... an (N) Nov. 9 
Computer plant installs heat-of- light system Bushy Park Authority of Charleston, S.C. 
Sept. 21 *177 cedes development chore to utility (N) 
Four jet engines help Louisville meet air ee 
conditioning load (N) Sept. 21 .... 140 Central Illinois PS ‘ matching fund put to 
LBE ad to promote total comfort conditioning work to spur area development (N) 
(N) Dec. 28 . one 90 Nov. 30.. 
Room air conditioners me appliance sales (N) Duke Power plans ‘for 10, 000- Mw complex 
Nov. 16 ... sausbiecmac. | ae for North Caroline (N) CE EF nesses 
New England will — $3 billion (N, charts) 
Nov. 30. ‘ 
Power sufficient in “Appalachia (Ed) Aug. 24 
AIR POLLUTION Urban renewal: builder or wrecker? (charts) 
“Clean Air Act” will affect utilities Oct. 5.. *45 Nov. 16 7 : : 


(Ed) Editorial. *Illustrated. (N) News. (R) Reference Sheet. 


ASIA 
Free China plans $625-million power 
expansion beginning ’65 (N) Sept. 28 
Japan expands nuclear power planning 
(N) Oct. 19 . 
Westinghouse to supply Pakistan nuclear 
power plant (N) Nov. 2. 


ASSOCIATIONS 

ASTM meeting topic: reactor steel (N) 
Aug. 10 

Aerial baskets discussed at SEE safety 
meeting (N) Oct. 19. 

CEMA sees a future for the industry 
Oct. 19 ‘ 

CIGRE studies growing pains ‘of world’s 
large power systems July 13. 

CIGRE — We must tackle these problems 

ether (Ed) July 6 ; 

Canefian Nuclear Association stresses 
heavy-water reactor July 6 

EEI Accident Prevention Committee 
declares safety management’s job 
Nov. 16. 

EEI asks, restrict ineqitable competition 
(N) Aug. 31 

EEI electric power survey (N, chart) Sept. 2 

EEI’s Industrial Relations Round Table 
Conference — ‘people’ theme of labor 
talks (N) Oct. 19 

EEI 36th Semi-annual Electric Power Survey - 
winter peaks to be 2.3% less than summer 
Cebrmet) FRGRs BG svccccscccssesece 

EEI T&D Committee meeting features line 
color and shape Nov. 30. aided 

EEI to assist AID in rec ruiting personnel 
(N) July 6. " 

EEI wades into dc problems Nov. 

EEI workshop scheduled for industrial 
salesmen (N) Dec. 28. : 

IEEE Power Group to meet t Jan. 31- Feb. 5 
at New York (N) Sept. 7 





International Symposium on Magnetohy- 
drodynamics emphasizes open cycle 
Sept. 14.. ° 
Midwest Assn of Railroad & Utilities Com- 
missioners meeting (N) Aug. 10 ... 
NARUC convention hears society breeds 
regulatory problems Dec. 21 ............. 
NELPA — EHV growth in US topic at 
Banff, Canada, meeting July 27... 
NELPA 57th annual meeting told utilities 
should improve image (N) Nov. 2 
NEMA meeting — manufacturers see record 
business continuing into next year 
Nov. 16. 
NEMA Renewal Parts Section to have two- 
day session (N) Sept. 
NEMA schedules first in proposed seminars on 
profitability (N) Aug. 3 
NEMA’s Smith says new approach needed for 
selling high-end units (N) July 13 
NRECA termed ‘political’ at Bar Assn 
meeting (N) Aug. 17. NE we 11 
National Coal Association — nuclear 
estimates set ceiling for coal July 20 a 
National Youth Conference on the Atom- 
industry makes an investment in 
youth Nov. 23 ‘a "17 
PEA 57th Annual Meeting (N) Oct. “19, ; *101 
SEE Engineering & Operating Conference 
hears Bouldin score privilege Nov. 16.........._ *92 
SEE Sales Conference — isolated generation 
troubles sales executives Nov. 30.................*102 
UNIPEDE-European ‘EEI’ meets at 
Stockholm. J.H.M. Sykes Aug. 10......... 56 
Western Red Cedar Assn. adopts insignia 
(N) Sept. 7 68 
World Power Conference — power developments 
discussed at Lausanne. J.H.M. Sykes 
Nov. 2 


ATOMIC ENERGY 


see Nuclear Power 


ATOMIC ENERGY COMMISSION 
ACRS okays Niagara Mohawk’s nuclear 
plant (N) Nov. 9 
Backs two converter nuclear plants (N) 
Oct. 5 
Bodega Bay — a mortem on Bodega Bay 
(Ed) Nov. 
Bodega nuc “hen plant disagreement (N) 
Nov. 2 
Fuel failure shuts down Puerto Rice’ 
reactor (N) Nov. 23 
Hearings nuclear subsidy enero (N) 
Sept. 7 ; 
Interior-AEC desalting plan faces fire 
Dec. 7 
Jersey Central P&L’ s Oyster Creek - JEC 
nod expected Nov. 2 


AWARDS 
Niagara Mohawk Power and Philadelphia 
Electric win first honors for efficiency 
rating (N) Dec. 28 


BATTERIES 


Static inverter provides ac for critical load. 
E.J. Fitzmaurice Dec. 14 


BOILERS 
Consolidated Edison orders precipitator for 
Ravenswood Nov. 9....... aed *28 
Filter keeps boiler drum clean during 
inspection Sept. 21 
Inerting prevents furnace explosions at 
Orlando Utilities Commission’s Indian 
River Plant. H.C. Luff Aug. 3 peabsieiuninesiy 
PS Co of Oklahoma i big radiant 
boilers (N) Oct. . 


SCE orders two aap 3,500 — — psi aa 
boilers (N) Sept. 7 ; sien 


BONNEVILLE POWER ADMINISTRATION 

Awards $2.7 million tower order to Bethlehem 

(N) Nov. 9..... a 74 
Grand Coulee to be made world’s largest (N) 

Aug. 17 sna 11 
Pacific Coast 500-kv ac interties-plans jell 

(map & table) Aug. 31 : *26 
Three combination proposals made for dc 

terminals (N) Nov. 16....... *46 
Washington PUD asks for rate forecast 

(N) Dec. 28... 
West Coast intertie plan — Congress balky 

(N, map) July 13 
West Coast intertie plan faces crucial test 

(N) July 6..... 
West Coast intertie — White House now backs 

proposal (N) Aug. 3 


BRITISH ISLES 

British demonstrate five-kw fuel cell (N) 
Dec. 21. 

British power ‘report poses dilemma. 
J.H.M. Sykes (table) Nov. 23 

British union bans Communist officials (N) 
Sept. 21 : 

British union to vote on Communist members 
(N) July 20 ; 

~ _— gain, British power men told 

, table) July 27. : 

mat’ s the thinking behind Britain’ Ss nuc lear 

power program? Aug. 24 


BUREAU OF RECLAMATION 


see Reclamation Bureau 


BUSES 
Aluminum bus system moved in three sections 
(N) Aug. 2 
Single-bus design proves best for sub- 
stations for Philadelphia Electric. 
Einwechter & Pennypacker Nov. 2 


BUSHINGS 
GE test exceeds industry standards (N) 
July 6 
aay t —_ guards protect bushing caps. 
- Deinema Aug. 10 


C 


CABLES 


Cable support proved on 600-ft test line (N) 
July 20 ... , 

Cable test set for Con Edision (N) July 20 

Concrete poles aid spacer cable gain. 
R.M. Clarke Sept. 21 

Cornell EHV test achievements listed 
L.I. Komives Nov. 2 

Electrostatic-stress tests aid cable splicers. 
Dick Benesch Aug. 10 

Epoxy tape used in cable terminals. 
Betz & Lusby Sept. 28 

Keystone Project chooses ACAR for 500 kv 
line (N) Oct. 5 : 

LILCO two 4,300-ft submarine cables sunk 
5 ft deep in channel bottom. Bender & 
McBride (map) Sept. 14 

Ready-made stress cone signals faults. 
Lockie & Suelmann Sept. 21 

Safety cable protects tower ciimber Oct. 5 . 

Submarine cable links Puerto Rican islands. 
Negroni & Roberts (map) Oct. 26 

URD achieves cost break-through for Southern 
California Edison. Lauder & ee 
Nov. 9 , 


CANADA 


British Columbia Hydro’s rail-car ee 


supplement power Aug. 10. ecsudiicdetiainia ae 


CEMA sees _— future for the industry 
Oct. 19. : 


Canadian- US line report “due | soon n Dec. Rieu 20 
Discloses nuclear power planning (N) Nov. 9 ae 


Electricity comes to village of Old Crow (N) 


Sept. 2 : cman 107 


(Ed) Editorial. *Illustrated. (N) News. (R) Reference Sheet. 


Fairport nuclear station - 1,000-Mw A-plant 
has potential (N) Sept. 14 

Guyed Y towers for 500-kv line. Cedric Marsh 
(table) Aug. 24 

Hamilton Falls power - which way out? (map) 
July 27 

Hamilton Falls project still cloudy (N) 
July 20 

Heavy-water reactor stressed at Canadian 
Nuclear Association July 6 

North American power grid urged (N) Oct. 12 

1,000-Mw nuclear station planned (N) 
Aug. 17-12, (map) Aug. 24 

Peace River Project — bid awards exceed 
$100-million for generation, transmission 
Dec. 7 

Senior citizens project (N) Dec. 14 


CAPACITORS 

GE lowers prices on 100-kvar capacitors (N) 
Aug. 24 

Remote-control c 
(N) Aug. 31 

Switch substation capacitor banks 
G.S. Cannon July 20 

Westinghouse reduces prices on 100 kvar 
capacitors (N) Nov. 23 


-apacitor switching advanced 


CAPACITY ADDITIONS - 

Duquesne Light boosts generator output 81.5 
Mw for $17 per kw. H.B. Wood (table) 
July 27 

EEI capacity additions reported (N) Sept. 21 

New England will spend $3 billion (N, charts) 
Nov. 30 

Pacific G&E’s Units 6 and 7 of Moss Landing 
Station to make station largest west of 
Mississippi. Kelly & Laverty Nov. 2 

Utilities form two coordinating groups — 
MAIN and CAPCO (map) Dec. 7 


CARRIER CURRENT 


see Communications, Controls 


CIRCUIT BREAKERS 
Cut testing time of multi-contact breakers 
J.E. Blaska Oct. 5 
GE increases price of outdoor power circuit 
breakers (N) Nov. 23 14 
‘Indirect’ tests verify ratings of 500-kv CB’s 
R.G. Colclaser Jr. (charts) Oct. 19 108 
Programmed device cuts test time for oil 
circuit breakers (N) Oct. 12 
VEPCO project to use 500-kv SF6 power 
circuit breakers (N) July 6 


*108 


COMMERCIAL APPLICATIONS 

All-electric school in Appleton, Wisc. (N) 
Aug. 10 

Clarkson College of Technology campus in 
upstate N.Y. to be all-electric (N) Nov. 30 

Key home services united into one compact 
package by Westinghouse Sept. 7 

“RRolway” electric train would speed auto 
travel (N) Nov. 2 

Senior citizens projects planned in Canada, 
Missouri (N) Dec. 14 


COMMUNICATIONS 

Central Illinois Public Service Co’s new needs 
spur microwave system expansion. H.C 
Wilson (table & map) Sept. 7 

Con Edison’s sophisticated communications, 
plus ‘Truckveyor’ optimize stores 
operations Nov. 2 

Florida P&L emergency supervisory channel 
saves. Pope & Lewis Sept. 28 

New transistorized FM two-way radio 
developed (N) July 27 

Sand blasters can communicate Oct. 5 

Tele-processing to save $1-million. J.L 
J.L. Braswell & others July 13 

Tubeless microwave to link AEP 
Sept. 21 

Work record facsimile transmitted for safety 
at Con Edison. R.M. Carpenter Aug. 10 


system (N) 


COMPUTERS 


AEC computer center expected to cut costs 
(N) Dec. 21 *36 





Computer keeps tabs on new EDF plant near 
Paris. Liebray & Copin (tables) Aug. 24 

Computer’s main memory uses thin-film 
elements (N) July 27 

Computer producing electrical designs (N) 
Nov. 16 

Con Edison uses computer to speed purchases 
(N) July 6 

Core storage element doubles memory capacity 
(N) Oct. 19 

4-track recorder monitors substation loads 
Charles Morrison Oct. 19 

GE develops three large-scale computers (N 
Aug. 17 

Georgia Power reorganization, use of 
computer cuts labor and inventory in stores 
department. K.A. Slaton (charts) Dec. 14 

Honeywell, Inc, announces new computer 
opens education center (N) July 13 

Iowa P&L launches program to study and 
apply modern management, control, and 
computer techniques to all phases of its 
business (N) Oct. 19 

Local sales information now secured quickly 
at West Penn Power Co Oct. 19 

Microfilm and video speed customer inform 
tion at Consolidated Edison. A.N. Brown 
July 27 

Modular design permits expansion of 
computers (N) Sept. 21 

On-line control computers are increasing 
H.L. Smith Sept 

Optimize Hawaiian underground distribution 
J.F. Richardson Jr. & others (chart & 
tables) Aug. 10 

Power Operations Center for Colorado River 
power plants will use digital computer 
Kemp & Cummings (map) July 6 

Probability math shows benefits of pooling 
J.H. Cronin (charts) July 13 

RCA slashes sales and rental prices for 3301 
computer (N) July 27 

Rapid transit system simulated by computer 
(N) July 27 

Solid-state system gathers kwhr data (N) 
Sept. 14 

Southern California Edison’s random-sample 
audit verifies stores Sept. 21 

Tampa Electric’s computer study guides grid 
growth. R.H. Arnold Aug. 24 

Tele-processing to save $1-million 
J.L. Braswell & others July 13 

Three computers give automated control (N) 
Oct. 5 

Uninterrupted power for computer system 
Stensland & Bacquet Aug. 10 

West Penn Power computer program eliminate 
rough guesses. Hartwig & Lippo (charts) 
Nov. 16 


CONDENSERS 


Stainless steel tubes hold sea water coolant 


(N) Nov. 9 


CONDUCTORS 

ACAR ‘shoot out’ at Louisiana P&L (table) 
Oct. 5 

Economics justifies heavier distribution 
feeders at PS Co of Colorado 
W.J. Stephens (chart & table) Oct. 12 

Kaiser spending $6-million to boost aluminu 
conductor output (N) July 6 

Keystone Project — conductors tested (N) 
July 27 

Louisiana P&L sand blasts corroded 
conductors for good connections Aug. 10 

Tests prove 500-kv armor rods corona free 
R.L. Reese (chart) Dec. 14 

VEPCO cleans pole top to improve operations 
O.M. Tuck Dec. 7 


CONNECTORS 
Alabama Power simplifies change from bolted 
to compression connections. J.A. Taylor 
Aug. 10 


CONSTRUCTION 

Adjustable base assembly for tapered masts 
Cedric Marsh July 13 

Alabama Power simplifies change from bolted 
to compression connections. J.A. Taylor 
Aug. 10 

Archer shoots cable lead through trees 
Dec. 14 

Auger-crane rig proves versatility July 13 


*100 


*68 


*73 


*74 


*100 
*74 


“EI 33-kv reliability improved by arresters 
R.H. Oerthel (tables) Aug. 24 
“entral steel assembly cuts substation costs 
R.E. Phillips Dec. 14 
»mmonwealth Edison converts old dc site t 
160-Mva network sub. Foss & Webb Sept 
‘on Edison’s 345-kv substations rising on 
7 sites. Griffin Jr. & Higbie (tables 
Sept 
>on Edison work record facsimile transmitted 
for safety. R.M. Carpenter Aug. 10 
‘Driver’ inserts soil-resistivity needles 
R.J. Gallina Aug. 10 
Electric pump for most manhole jobs 
N.B. Nelson Oct. 5 
Electric Utility Methods — reports 
M.G. McGraw Aug. 10 *69-134 
Oct. 5 *81-130, Dec. 14 
Epoxy tape used in cable 
Betz & Lusby Sept. 28 


tern 


15th annual electrical! industry forec 
1980. # Stegeman (charts & tab 
Sept. 21 

15-kv wed in sir 
].L. Finger Dec. 14 

Florida Power’s Crystal River plan 


a foundation problem 


secondaries pl iltaneous ly 


Flying crane proves out in fli 
Paul Mako Sept 

French turn to ‘barehand’ technique (N 
July 13 

Hoist speeds stringing of 477-MCM ACSR for 
Wisconsin Electric Power Aug. 10 

Industrial construction swings up: residential 
starts to fall Sept. 28 

LILCO two 4,300-ft submarine cables sunk 
5 ft deep in channel bottom. Bender & 
McBride (map) Sept. 14 

Lone guyed-V aluminum tower makes cross 
»ver for Central Hudson G&F 
Aug. 10 

Lower tree section safely with t-snut 
K. Smith Dec. 14 

Mobile equipment today 


David Wiese 


report 
Stegeman (charts & tables) July 

Niagara Mohawk ‘copter surveys 345 
through wilderness July 

1965 housing: More of the same Dec. 28 

Preformed pipe insulation t in. dia 
meets startup deadline at Dallas P&l 
Oct. 5 

Public Service E&G spacer cable, reclosers 
stormproof 13-kv system. D.E. Hooper 
Nov. 30 

Replace pole arms easily Oct. 5 

Sag transit gives quick check of span lengths 
for powerline project in Thailand 
P.C. Evans (tables) Oct. 19 

Six transformers jacked to platforms at space 
tight station of Consolidated Edison (N 
Dec. 7 

Submarine cable links Puerto Rican islands 
Negroni & Roberts (map) Oct. 26 

‘Suitcase’ saves on substation control Dec 

3-hp hydraulic tool for baskets Aug. 10 

Trailer strings distribution line for Kansas 
G&E. Warren & Fulton Aug. 10 

‘Tripod’ simplifies UG/OH transition for 
Arizona PS Dec. 14 

URD achieves cost break-through for Southern 
California Edison. Lauder & Blankenburg 
Nov. 9 

US Steel’s ‘power styling’ is for ‘structural’ 
renewal (N) Nov. 16 

Weather vane aids power planning for Niagara 
Mohawk Oct. 5 

What’s ahead in construction? Total work 
outlays will continue up. M.G. McGraw 
Dec. 28 

Wire stakes facilitate survey crew work at 
Gulf States Utilities Oct. 5 

Wisconsin Electric Power simplifies tapping 
of underground secondary. C.N. Peters 
Aug. 10 


CONTROLS 


Coal trip automated: manpower cut at 
Carolina P&L’s Louis V. Sutton Steam 
Plant. R.S. Pollock Sept. 14 
Computer-directed control set for '66 for 
Con Edison Nov. 2 
Electronic, remote control system (N) Nov. 2 
Florida P&L emergency supervisory channel 
saves. Pope & Lewis Sept. 28 
4-track recorder monitors substation loads 
Charles Morrison Oct. 19 *111 
Hydraulic mechanism operates high voltage 
switch station at Grant County PUD’s 
Wanapum Dam. C.H. Cutter Nov. 16 *138 


(Ed) Editorial. *Illustrated. (N) News. (R) Reference Sheet. 


st EHV 
N) Nov. l€ 
monitors EHV 


titers lower-« 


nitoring 


COOP 


ERATIVES 
Iso Rural Electri 


sated f 
gated ix 


N) Nov 


»p invest 


t mailin 
cwater ailings 


CORPORATE CHANGES 
Line Material reorganizes 
rinet groups (N) De¢ 
South Carolina PS Authority disapprove 
uy Santee-Cooper develo 
ug. 17 


D 


DISPATCHING 


see Systems Engines 


DISTRIBUTION 

CEI 33-kv reliability improved by arresters 
R.H. Oerthel (tables) Aug. 24 

Distribution practices should have national 

(Ed) Nov. 16 

15th annual electrical industry forecast 1965 
1980. A.J. Stegeman (charts & tables) 
Sept. 21 


nnual forur 


Houston L&P steel-pole feeders serve under 
ground distribution. Gardner & Purser Jr 
Aug. 3 

EEI T&D Committee meeting features line 

»lor and shape Nov. 30 

LILCO two 4,300-ft submarine cables sunk 
5 ft deep in channel bottom. Bender & 
McBride (map) Sept. 14 

Ohio city ordinance prohibits overhead lines 
(N) Dec. 14 

Optimize Hawaiian underground distribution 
J.F. Richardson Jr. & others (chart & 
tables) aug. 10 

Pacific G&E offers cost estimates for under 
ground (N) Oct. 26 


Pacific G&E pie chart shows cost relation 
ships for typical URD subdivision Nov. 30 
P »le top ce 
Sept 
Public Service E&G spacer cable, recloser 
stormproof 13-kv system. D_E. Hooper 
Nov. 30 *56 
Ready-made stress cone signals faults 
Lockie & Suelmann Sept. 21 
Tampa Electric’s color styling improves over 
head distribution. E.K. Nelson July 20 *24 
Tampa Electric designs Plant City, Fla 
distribution for eye appeal. Woodall 
Marrone Nov. 23 
Total underground distribdtion is favored (N) 
Nov. 23 
Trends in distribution — report. Julius 
Bleiweis (charts & tables) Nov. 16 *101 
URD achieves cost break-through for Southern 
California Edison. Lauder & Blankenburg 
Nov. 9 


nfiguration patent granted (N) 


*118 





URD drive: key to lower underground costs 
(Ed) Aug. 17 

URD moves ahead in Southeast Dec. 21 

URD progress report at University of Texas 
- 17th annual Power Distribution 
Conference Dec. 14 

Underground distribution costs trimmed (N) 
Aug. 10 

VEPCO cleans pole top to improve operations 
O.M. Tuck Dec 

What’s ahead in distribution? All-buried 
distribution holds promise. Julius 
Bleiweis Dec. 28 

Wisconsin Electric Power simplifies tapping 
of underground secondary. C.N. Peters 
Aug. 10 


EDUCATION 

Engineering vs science: a philosophy 
engineers can use Sept. 21 

Free Germans open HV school lab (N) Nov. 2 

Self education urged for power engineers (N) 
Oct. 12 

University of Pittsburgh seeks larger pool of 
power engineers (N) Nov. 9 


EMPLOYEE TRAINING & WELFARE 
see also Labor 
Aerial bucket training part of large program at 
Commonwealth Edison Co Aug. 10 
Basket crew Esprit de Corp’s is a must 
D.K. Wilson Aug. 10 
Develop constructive apprentice program at 
Electric Power Board of Chattanooga 
Tenn. William Arrants Nov. 16 
Public Service E&G sales engineer teaches 
lighting in Thailand (N) July 27 
‘Retired’ transformers used for training 
D.E. Gaiennie Dec. 14 
Sales and service personnel receive extensive 
training at Niagara Mohawk Dec. 14 
South Carolina E&G offers stock 
purchase-savings program (N) Sept. 28 


ENGINEERS 

Demand for engineers is ‘easing’ (tables) 
Oct. 12 

Demand for experienced engineers drops 
sharply (N) July 13 

EEI to assist AID in recruiting personnel (N) 
July 6 

Engineering vs science: a philosophy 
engineers can use Sept. 21 

Toward better utilization of engineers! (Ed) 
Sept. 28 

University of Pittsburgh seeks larger pool of 
power engineers (N) Nov. 9 


EQUIPMENT PRICES 


see Purchasing 


EUROPE (CONTINENTAL) 

Beloyarsk atom plant starts (N) July 13 

Cisler thinks Russia’s power plans unchanged 
(N) Oct. 26 

Dutch market household packaging appliance 
(N) Sept. 21 

Europeans haggle over nuclear economics (N) 
Sept. 14 

France’s 250-Mw EDF-2 nuclear station (N) 
Aug. 17 

Free Germans open HV schoo! lab (N) 
Nov. 2 

French turn to ‘barehand’ technique (N) 
July 13 

Norway seeks loan for big hydro project (N) 
Dec. 28 

Russians tap big geothermal power source 
(N) July 20 

Sardinia/Italy dc link to use sea-ground 
return (map) July 13 

Sweden designing heavy-water turbine (N) 
July 20 

UN meeting hears nuclear progress reports 
J.H.M. Sykes Oct. 5 

UNIPEDE — European ‘EEI’ meets at 
Stockholm. J.H.M. Sykes Aug. 10 


EXTRA HIGH VOLTAGE (EHV) 


‘Art of EHV’ exhibit attracts interest of 
patrons, public at Atlanta opening 
Nov. 2 ; 

CIGRE studies growing pains of world’s 
large power systems July 13 

Cornell EHV test achievements listed. 
L.I. Komives Nov. 2 

EHV art collection unveiled (N) Oct. 5 

EHV growth in US, NELPA topic at Banff 
meeting July 27 

EHV laboratory can test through 1,000 kv 
(N) Dec. 14 

EHV ‘nesting-cone’ insulators announced 
(N) Sept. 21 

EHV shunt reactors built in Belgium (N) 
Dec. 28 

EHV shunt reactors shipped to Canada 
(N) Dec. 14 

‘Indirect’ tests verify ratings of 500-ky 
CB’s. R.G. Colclaser Jr. (charts) Oct. 19 

Keystone engineers see test (N) Sept 

Laser offers lower-cost EHV current 
monitoring (N) Nov. 16 

Laser system monitors EHV current. 

E. Robert Perry Nov. 30 

New England has its first EHV line - 
CONVEX companies (map) Dec. 14 

Over-all performance, field tests determine 
345-kv K-frame design for Northern 
States Power (charts & tables) 

Weather data give electrical design 
criteria. Weber & Alexander Oct. 19 
Field tests confirm 345-kv structural 
design. M.W.Anderson Oct. 19 
Pace of EHV progress quickens. 
D.T. Braymer Dec. 28 

Relay testing facility studies EHV problems 
(N) Oct. 5 

SCEC 500-kv line — towers begin to rise in 
Arkansas (N) July 6 

735-kv disconnect switch for Hydro Quebec 
H. Myers Nov. 16 


FEDERAL POWER COMMISSION 


Co-op regulation hearings to begin (N) 
July 27 ‘ 
Co-ops fight FPC regulation (N) Aug.3 
Holland bill excludes regulating all 
intrastate groups (N) Aug. 10 
National Power Survey 
FPC suggests patterns for bulk power 
system expansion (tables)Dec. 14 
1.2¢-per-kwhr retail average seen for 
1980 Dec. 14 
How will power survey be implemented 
Dec. 28 
Industry has some reservations (N) 
Dec. 14 
Interpreting the NPS report (series of 
editorials) 
The industry’s contribution Dec. 14 
A challenge to be accepted Dec. 28 


Power survey emphasizes coordination 
Dec. 14 
Survey offers planning criteria for 
generation and transmission (maps, 
tables) Dec. 14 
New york State accuses FPC of attempting 
to regulate its waters (N) July 6 
38 utilities refuse FPC on wholesale 
rate filing (N) Sept. 21 
Weighs proposal to sell rural co-op (N) 
Oct. 19 


FINANCIAL AFFAIRS 


Are utilities financing extravagantly? 

(tables) Dec. 14 
Business to invest 5% more in "65 — plans 

for capital spending (tables) Nov. 30 
Commercial paper: A new utility financial 

tool (table) Dec. 21 
Copper outlook brighter Dec. 28 
Electric company spending pushes toward 

peak (Ed) Aug. 31 
15th annual electrical industry forcast 

1965-1980. A.J. Stegeman (charts & 

tables) Sept. 21 *121 
House cuts USBR appropriations July 6 *19 
How long will the recovery last? Aug. 31 31 


(Ed) Editorial. *Illustrated. (N) News. (R) Reference Sheet. 


How utilities can figure nuclear fuel costs. 
D.G. Adler (tables) Sept. 21 

Making financial relations work Sept. 7 

Needed: A standard definition of dollars 
per kilowatt (Ed) Oct. 19 

President to ask money for desalination (N) 
Nov. 30 

South Carolina E&G offers stock purchase 
Savings program (N) Sept. 28 

Tomorrow’s steam plant costs will be hard 
to beat (Ed) Nov. 2 ‘ 

Upper Colorado River Commission calls on 
Udall to protect Basin revenue (N) 
Sept. 28 j 

Utility capital spending to be 2.4% higher 
in ’65 (table) Aug. 31 

Utility finance: there are inconsistencies 
(charts & tables) 
Pt I Nov. 9 
Pt. II Nov. 23 

Westinghouse earnings boosted by electric 
utility sales (N) Oct. 19 


What’s ahead in finance, rates and regulation? 


Regulatory rulings could shape ’65. 
H.R. Frankel Dec. 28 

What’s ahead in '65? — EW staff report 
Dec. 28 

Where is industry going? July 


\7 


FLY ASH 


Detroit fly ash plant starts up (N) July 13 
Flyash sampling: guide to better 
combustion. H.C. Skaggs Jr. Sept. 21 


FOREIGN TRADE 

Italian firm to supply 800 towers for Peace 
River project (N) Nov. 30 

Japanese firm wins TVA hydraulic generator 
order (N) Oct. 5 

Public Service E&G foreign trade tips 
promote Jersey business (N) Aug. 3 

SMUD hydro equipment contracts go to 
Japanese (N) Aug. 3 

Spain to spend $16-million in US for 
power equipment (N) Aug. 10 


Venezuela places order for three generators 
(N) Sept. 21 


FUEL 
AEP’s Sporn gives JCCAE break-even point 
on coal (N) Aug. 10 
Arkansas P&L studies coal vs gas economics 
(N) Dec. 7 
Bucket wheel stocker-reclaimer automates 
Chalk Point coal handling Oct. 26 
Coal — barge owners see bright future in 
coal transport to utility power plants 
Aug. 17 
Coal battles oil, gas on way to Gulf 
(N, map) Dec. 28 
“Electricity vs Fossils Fuels” — booklet 
covers competitive aspects of 
commercial buildings (N) Aug. 24 
Gas leads coal in 1953-62 power generation 
(N) Oct. 26 . 
Gas men want bigger share of the energy 
market — AGA convention Nov. 2 
Gas total-energy packages run into 
trouble (chart) Nov. 16 
Gas will gain, British power men told 
(N, table) July 27 
How utilities can figure nuclear fuel costs. 
D.G. Adler (tables) Sept. 21 
Keystone project awards $13-million coal 
order (N) Aug. 10 
Lignite ash samples from eight strip mines — 
report (N) Aug. 31 
Molten salt reactor could cut power costs 
Oct. 5 
Nuclear estimates set ceiling for coal 
Jhly 20. 
Nuclear power drives energy costs down. 
G.J.Stathakis (charts & tables) Oct. 5 
Nuclear power estimates too rosy? 
comparision of new fossil-fuel with 
nuclear plants (table) Aug. 17 
Ownership of nuclear fuel brings new 
responsibilities (Ed) Nov, 23 
Oyster Creek nuclear plent costs evaluated 
(N) Sept. 7 biasind F ‘ 
Oyster Creek — Sporn’s observations spark 
debate (Ed) Sept. 14 
Sporn’s nuclear economics disputed Sept. i4 
Will King Coal’s market be atomized? 
(table) Nov. 2 
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FUSES 


New 300-v branch fusing units announced (N) 
Sept. 21 


G 


GENERATORS 


Analysis leads to optimum generation 
reserves. Nagel & Vassell (charts) 
Dec. 14 

California rejects low bid on Japanese 
generafors; Westinghouse gets $6-million 
order (N) July 6 

Cape Cod, Mass. — 500-Mw today, 2,000-Mw 
tomorrow (N, map) Aug. 3 

Duke Power plans for 10,000-Mw complex for 
North Carolina (N) Oct. 12 

Duquesne Light boosts generator output 
81.5 Mw for $17 per kw. H.B. Wood (table 
July 27 

Fluid-metal MHD/steam binary cycle 
developed. Lawrence Prem (chart) Oct. 19 

Gas total-energy packages run into trouble 
(chart) Nov. 16 

Gas turbine provides emergency power for San 
Diego G&E Aug. 10 

Gas turbine-steam turbine combination expands 
utility system economically. Stephens & 
Baldwin (charts & table) Aug. 10 

Gas-turbine-supercharged cycle offers steam 
generator savings. Gorzegno & Zoschak 
(charts & table) Oct. 5 

Holyoke unveils 10-Mw gas-jet peaking power 
installation (N) Nov. 2 

International Symposium on Magnetohydro 
dynamic Electrical Power Generation (N) 
July 27 

International Symposium on Magnetohy 
drodynamics emphasizes open cycle 
Sept. 14 

Isolated generation likened to cancer (N 
Nov. 23 

Isolated generation troubles sales executives 
— SEE Sales Conference Nov. 30 

Jet-gas turbine package plant developed (N) 
Oct. 12 

‘Little Hoover Commission’ for purchased 
power (N) July 27 

Magnetoplasmady namic (MPD) generator 
disclosed by Martin Co (N) July 20 

Mexico pushes electric power for industry 
(map) Sept. 7 

Peace River project — bid awards exceed 
$100-million for generation, transmission 
Dec. 7 

“Power block’ for bulk peaking requirements. 
H.A. Carlson July 27 

Probability math shows benefits of pooling. 
J.H. Cronin (charts) July 13 

Rail-car generators supplement power for 
British Columbia Hydro Aug. 10 

6-Mw mobile generator developed (N) Oct. 19 

Southwest giant power complex would tap 
Utah coal for fuel and Colorado waters for 
cooling (map) Aug. 3 

Surge generator in new Westinghouse test 
facility (N) Oct. 26 

Tougher alloy permits shorter rotors, offers 
cost savings (N) July 13 

Turbo/generator uses integral lp cylinder 
condenser design July 27 

Utilities form two coordinating groups - 
MAIN and CAPCO (map) Dec. 7 

Venezuela places order for three generators 
(N) Sept. 21 

What’s ahead in generation? Unit capacities 
keep growing bigger. Olmsted & Swift 
Dec. 28 


H 


HEAT PUMPS 
Building owner gets quality at low cost with 
heat pump. Seseen Francis Nov. 2 
Heat pumps prove successful in Connecticut 
July 27 


HEATING, COMMERCIAL 


Clarkson College of Technology campus in 
upstate N.Y., to be all-electric (N) Nov. 30 


Heat recovery systems prove successful for 
Tampa Electric Co. Leach Jr. & Murray 
July 13 


HEATING, INDUSTRIAL 


Computer plant installs heat-of-light system 
Sept. 21 

Radiant thawers minimize cost-hazards in unit 
trainloads (table) Oct. 5 


HEATING, RESIDENTIAL 


Electric heating takes a giant step forward 
Dec. 28 

Goal: heat old homes electrically. R.C 
Hurley (tables) Aug. 24 

Key home services united into one compact 
package by Westinghouse Sept 

LBE ad to promote total comfort conditioning 
(N) Dec. 28 

New forces affecting home energy sales 
EBASCO study Aug. 17 

Senior citizens projects planned in Canada, 
Missouri (N) Dec. 14 


HYDRO STATIONS 


see also Capacity Additions 

Bill to block construction of nonfederal 
dams — Moratorium sets on lower Colorad¢ 
Sept. 7 

Blue Ridge project to boost area economy 
(N) Nov. 9 

Butterfly valves to control Pit River (N) 
Aug. 24 

Canada’s Hamilton Falls power — which way 
out? (map) July 27 

Canada’s Hamilton Falls project still cloudy 
(N) July 20 

Colorado River Storage Project readies 
operations center. Kemp & Cummi 
(map) July 6 

Connecticut Valley utilities estir 
Mw peaking potential on river 
Nov. 9 

Con Edison’s Cornwall project — What more 
could one ask? (Ed) Nov. 30 

Con Edison’s Storm King Mt. project — 
Gov. Rockefeller won’t seek delay (N) 
Dec. 21 

Grand Coulee to be made world’s largest (N 
Aug. 17 

Grant County PUD’s Wanapum Dam — 
hydraulic mechanism operates high 
voltage switch station. C.H. Cutter 
Nov. 16 

Jersey Central P&L Yards Creek pumped 
storage to cost $84 per kw (N) Sept. 28 

Legislation blocks non-federal dam con 
struction on lower Colorado River (N 
Aug. 31 

Norway seeks loan for big hydro project (N 
Dec. 28 

Nuclear power may change plans for Danube 
(map, tables) Dec. 14 

P assamaquoddy Tidal Power Project 
benefit-cost ratios upped (N) Aug. 24 

Peace River project — bid awards exceed 
$100-million for generation, transmission 
Dec. 7 

Peru taps hydro sites in high Andes (maps) 
Nov. 23 

Philadelphia Electric gets pumped storage 
license (N) Oct. 5 

Public Service Co of Colorado cuts Cabin 
Creek installed $10 per kw (N) Oct. 26 

Pumped-storage progress features UNIPEDE 
Stockholm meeting. J.H.M. Sykes Aug. 10 

Republican Critical Issues Council calls for 
new federal policy on 50-yr hydro 
licenses (N) July 6 

Susquehanna River Basin study launched 
(map) July 20 

Tasmania leads Australian states in hydro 
electric power (N) Dec. 28 

Washington PPSS asks remand of FPC 
licensing of High Mountain Sheep Dam 
(N) July 6 12 

World’s largest pumped-storage station 
formally inaugurated in Luxembourg (N) 
July 13 21 


(Ed) Editorial. *Illustrated. (N) News. (R) Reference Sheet. 


INDUSTRIAL APPLICATIONS 
Coal trip automated: manpower cut at 
Carolina P&L’s Louis V. Sutton Steam 
Plant. R.S. Pollock Sept. 14 
Computer plant installs heat-of-light system 
Sept. 21 


INDUSTRIAL RELATIONS 


see Employee Training & Welfare 


INSULATION 

Corona detector checks insulation quality 
C.E. Mercier July 13 

EHV ‘nesting-cone’ insulators announced (N 
Sept. 21 

Fluorocarbon gas used as transformer 
insulation. C.S. Collier (table) Oct. 5 

GE boosts price of certain transmission 
suspension insulators (N) Dec. 14 

GE process permits longer insulators (N) 
Aug. 24 

Insulating tape virtually eliminates damage 
from corona (N) Dec. 28 

Keystone engineers see test (N) Sept 

Laminate developed for high temperature (N) 
Oct. 19 

Line color and shape featured by EEI Nov. 30 

Mobile equipment today - report. A.J 
Stegeman — Few utilities specify boom 
insulation (chart) July 13 

New technique seals ceramic to aluminum (N 
Aug. 10 

Ohio Brass increases line post insulator 
prices 6% (N) Aug. 24 

Ohio Brass to supply 500,000 insulators for 
Keystone Project (N) Aug. 31 

Pole-top configuration patent granted (N 
Sept 

Preformed pipe insulation to 27%-in. dia 
meets startup deadline at Dallas P&L 
Oct. 5 

345-kv pothead design aids installation at 
Con Ed. C. Maquire Dec. 29 

Truck stores transformer oil in rubber tank 
Aug. 10 

What BIL’s for 500-kv substations? C.L 


Wagner & others (tables) July 27 


INTERCONNECTIONS 


Arizona PS interconnects with Reclamation 
(N) Sept. 14 

Canadian urges North American power grid 
(N) Oct. 12 

Carolina-Virginia companies form power pool 
A.J. Skaale (tables & map). Aug. 17 

CIGRE studies growing pains of world’s 
large power systems July 13 

Commonwealth Edison — how utility tells 
EHV network story (N) Sept. 21 

MAPP study plans 5,956 Mw by 1980 (N 
Sept. 21 

New England has its first EHV lines — 
CONVEX companies (map) Dec. 14 

Pacific Coast 500-kv ac interties — plans 
jell (map & table) Aug. 31 

Pacific NW-SW intertie — Federal agencies 
buying for intertie (N) Nov. 30 

Pacific Northwest-Southwest interties — 
organization formed to coordinate technical 
aspects (N) Oct. 5 

Pacific Southwest, Pacific Northwest ties 
linked - new 230-kv line permits 
paralleling at Glen Canyon for inter 
connection test between Arizona PS and 
Northwest Power Pool (N, map) Oct. 26 

Pooling see also Power Supply 

Probability math shows benefits of pooling 
J.H. Cronin (charts) July 13 

SCEC 500-kv line — towers begin to rise in 
Arkansas (N) July 6 

WEST utilities plan $10.5-billion expansion 
(map) Sept. 28 

West Coast intertie — White House now backs 
proposal (N) Aug. 3 

West Coast intertie plan — Congress balky 
(N, map) July 13 

West Coast intertie plan faces crucial test 
(N) July 6 

What’s ahead in interconnections: Regional 
groups to coordinate, expand. W.D. Brown 
Dec. 28 





INTERIOR DEPARTMENT 


see Reclamation Bureau 


LABOR 


see also Employee Training & Welfare 
Allis-Chalmers reaches contract agreements 
with union (N) Nov. 23 
British union bans Communist officials (N) 
Sept. 21 
British union “9 vote on Communist members 
(N) July 2¢ 13 
Detroit Saees levels workload on men and 
resourses with CPM & MARS. Coombe & 
Baer Sept. 21 *110 
EEI’s Industrial Relations Round Table 
Conference — ‘people’ theme of labor 
talks (N) Oct. 19 100 
GE, IUE mediators seek solution to piecework 
pay rates (N) July 13 22 
GE appeals NLRB decision (N) Dec. 21 41 
GE says labor pact will help control costs 
(N) Oct. 12 20 
$60-million expansion hinges on agree- 
ment with IVE (N) Aug. 31 14 
Georgia Power reorganization, use of 
computer cuts labor and inventory in 
stores department. K.A. Slation (charts) 
Dec. 14 
lowa P&L strike clouded by conflicting 
issues (N) Nov. 16 
lowa P&L strike continues (N) Oct. 19 
lowa P&L strike settled after 81 days 
(N) Dec. 21 
Kennecott strike ends, copper prices may 
rise (N) Sept. 14 
Mobile equipment today — report 
A.J.Stegeman (charts & tables) 
July 13 
New vehicles alter utility organizations 
line crews and supervisory concepts 
July 13 
3uckets trigger changes in crew size 
vehicle upkeep. M.L. Frick Jr 
July 13 
‘Team concept’ needed for line work. 
Darden & Faust July 13 
Mechanized construction reshapes organ 
izations. C.C.°Crockett July 13 
‘Transportation’ is co-captain of 
vehicle selection team. T.J. Galligan 
July 13 
Training stresses safe, effective use of 
aerial buckets. E.J 
July 13 
NMU to picket Northern States Power 
coal docks (N) Aug. 10 17 
Southern California Edison’s random-sample 
audit verfies stores Sept. 21 *109 
What Title VII means to business Sept. 14 31 


Vander Veen 


LATIN AMERICA 

Brazil’s power industry growth lags. 
L.D. Blachford (map) Aug. 10 

Brazil signs contract to buy US utilities 
(N) Sept. 7 

Brazil — street lighting is ‘good’ politics 
(N) Sept. 21 

Mexico pushes electric-power for industry 
map) Sept 

Peru taps hydro sites in high Andes (maps) 
Nov. 23 

Venezula places order for t 


(N) Sept. 21 


» generators 


LEGISLATION 
Applachian bill restrict 
(N) Aug. 24 
Bill to block construction of non-federal 


power facilities 


dams — Moratorium sets on lower 
eas Sept 
“lean Air Act” will affect utilities 
Oct. 5 

Election results — what do they mean to 
industry? (N) Nov. 9 

FPC jurisdiction over co-ops — co-ops 
fight regulation (N) Aug. 3 

FPC jurisdiction over co-ops — hearings to 
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begin (N) July 2 


FPC see also Federal Power Commision 

Holland bill excludes regulating all 
intrastate groups (N) Aug. 10 

House cuts USBR appropriations July 6 

Nebraska’s public power domain fears 
private invasion (N) Nov. 23 

Non-federal dams on lower Colorado River 
blocked (N) Aug. 31 

Nuclear fuels’ private ownership bill 
passed by House (N) Aug: 24 

Ohio city ordinance prohibits overhead 
lines (N) Dec. 14 

Promotional payments: the fifth is just 
starting Aug. 24 

Regional preference fight settled (N) 
Aug. 24 

Senate pushes implementation of Clean Air 
Act (N) Dec. 14 

West Coast intertie plan — Congress 


balky (N, map) July 13 


LIGHTING, COMMERCIAL 


Alabama Power dusk-to-dawn lighting 
(N) Nov. 30 
*larkson Col am of Technology campus in 
upstate N.Y., to be all-electric (N) 
Nov. 30 
loodlighting system brightens up bank (N) 
Aug. 10 
= offices show advanced lighting 
techniques (N) Dec. 28 
-ighting brightens picture for trap shooters 
(N) Dec. 28 


LIGHTING, INDUSTRIAL 


Computer plant installs heat-of-light 
system Sept. 21 


LIGHTING, RESIDENTIAL 


Alabama Power dusk-to-dawn lighting (N) 
Nov . 30 

Industry seeks one name for private 
lighting (charts) Oct. 5 

New forces affecting home energy sales — 
EBASCO study Aug. 17 

Senior citizens projects planned in 
Canada, Missouri (N) Dec. 14 


LIGHTING, STREET 


Concrete pol es aid spacer cable gain 
in Orlando, Fla. R.M. Clarke Sept. 21 

EEI Sales Div. sponsors shirt sleeve 
session to probe street lighting (N) 
Dec. 14 

Houston L&P steel-pole feeders serve 
underground distribution. Gardner & 
Purser Jr. Aug. 3 

Industry seeks one name for private 
lighting (charts) Oct. 5 

New street lighting rate at Penn P&L gets 
results (tables) Sept. 28 

PG&E slogan ‘Twice the light for same 
price’ (N) Nov. 30 

Pertinence of spectral radiation to outdoor 
lighting controls T.I. Marx (charts) 
Oct. 5 ; 

Photoelectric controller uses ‘flasher’ 
concept. H. Shavel Aug. 10 

Street lighting is ‘good’ politics in Brazil 
(N) Sept. 21 

Union Electric relights 81-sq blocks in 
St. Louis Oct. 19 

Utility-owned street lighting more 
economical finds Portland, Ore. (N) 
Dec. 7 


LITIGATION 


Aluminum companies move to end antitrust 
suits (N) Oct. 12 

Antitrust trial opens in Kansas City (N 
Sept. 28 

Colorado PUC decision set aside by state 
court (N) Nov. 30 

Consumers Power Co asks court ruling on 
tax treatment (N) Aug. 3 

GE, Westinghouse pay $25-million in 
antitrust settlements (N) Aug. 10 

Kennecott Copper ponders court ruling on 
Okonite divestiture (N) July 13 

Louisiana utilities file suit against co-op 
N) Oct. 12 


(Ed) Editorial. *Illustrated. (N) News. (R) Reference Sheet. 


New York State accuses FPC of attempting 
to regulate its waters (N) July.6 

Philadelphia Electric antitrust suit— 
defendants file briefs against verdict 
(N) Sept. 7 

Phliadelphia E lectric settles 19 antitrust 
suits for $18-million (N) Dec. 21 

Philadelphia lawyers ask $4,125,000 in 
fees (N) July 6 

Tax ruling on antitrust settlen 2ments handed 
down (N) Aug. 3 

TVA hasn’t right to decide area, judge 
rules (N) Sept. 28 : aces 

TVA service area case decision due soon 
(N) Oct. 5 


LOAD CHARACTERISTICS 


Analysis leads to optimum generation 
reserves. Nagel & Vassell (charts) 
Dec. 14. 

Four jet engines help Louisville meet air 
conditioning load (N) Sept 21 

Hoosier pool to reward accurate load 
forecasts. Gausmann & Montgomery 

(chart, map) Dec. 21 ; 

Integrator gives hourly net system load at 
Iowa Electric L&P. Young & Meyer 
Aug. 10 

Summer peaks — US economy + hot 
weather = new summer mn (tables) 
Oct. 26 

Summer peaks — Why the scarc ity of pool 
peak-load data? (Ed) Oct. 26 

Tampa Electric’s computer study guides 
grid growth. R.H. Arnold Aug. 24 

Winter peaks to be 2.3% less than summer 
(chart) Nov. 16 


M 


MAINTENANCE 

Bird banishers reduce line damage at 
Florida P&L Oct. 5 

Corona detector checks insulation quality. 
C.E. Mercier July 13 

Detroit Edison levels workload on men and 
resourses with CPM & MARS. 
Coombe & Baer Sept. 21 

Electric utility methods — reports 
M.G. McGraw Aug. 10 *69-134, Oct. 5 
*81-130, Dec. 14 

Epoxy tape used in cable terminals. 
Betz & Lusby Sept. 28 

Filter keeps boiler drum clean during 
inspection Sept. 21 eae 

French turn to ‘barehand’ tec hnique (N) 
July 13 : vise 

Gas-insulated jumpers bypass 69-kv 
switch without line outage Oct. 5 

Geared head wrench makes removal of 
lug bolts easy Oct. 5 

GE creates special team to install, 
service gas turbines (N) Sept. 7 

Giant rotary-index machine mills blades 
(N) Dec. 28 ; 

Long Island Lighting Co protect: ts potheeds 
with plastic guards. W.E. Engelman 
Aug. 10 

Louisiana P&L sand blasts corroded 
conducters for good connections 
Aug. 10 

Make OCR hangers. N.D. Busby Aug. 10 

Mobile equipment today — report. 
A.J. Stegeman (charts & tables) 
July 13 

Modify flame rods to reduce maintenance. 
Lory Snipes Nov. 2 ; 

Open secondaries easily with new device 
Oct. 5 5 » 

Pacific G&E system hit by forest fires (N) 
Oct. 12 

Plastic window saves repair trips. 
B.R. Klinger Dec. 14 

Portable tool rooms cut unit downtime 
Oct. S . 

Protector ‘safeties’ pedestal edge. 
Houghton & Nelson Nov. 30 

Sand blasters can communicate Oct. 5 

Special boring bar facilities turbine 
overhaul at Duke Power. W.F. Lark 
Nov. 30 





Split-cone guards protect bushing caps. 
G.R. Deinema Aug. 10 

Tape recorder speeds note taking 
Oct. 5 ; ‘ 

Three tests check quality of silver plating. 
D.R. Goudelock Dec. 14 

Two steps aid front.end work on service 
trucks Dec. 14 


Ultrasonic detector is versatile testing 
tool Oct. 5 


MANAGEMENT 
‘Chart your own plans,’ a Congress- 
man told the industry (Ed) Oct. 12 
Compensation study shows: Paycheck 
race is still on a treadmill (chart & 
tables) Dec. 7 ‘ Naieubiantonins 
Detroit Edison levels workload on men and 
resources with CPM & MARS. 
Coombe & Baer Sept. 21 ‘ 
EEI Accident Prevention Committee declares 
safety management’s job Nov. 16 
Electric utilities: How big the horizons? 
D.F. Garvin (charts) Oct. 26 
Georgia Power reorganization, use of 
computer cuts labor and inventory in 
stores department. K.A. Slaton (charts) 
Dec. 14... sone 
How to suceed in business without really 
dying July 20 
Making financial relations work Sept. 7 
Should management be involved in public 
affairs? 
Part I Aug. 3 
Part II Aug. 10... 
Top management takes leadership in sales — 
report J.D. Damon Aug. 24 
They plan strategy and meet daily sales 
problems at Commonwealth Aug. 24 
They’ll close a sale, run a forum, or 
even consider a rate change at PP&L 
Aug. 24 : ‘ ; 
They attain gold-plated results with a 
Gold Medallion approach Aug. 24 
Select task force directs sales tactics 
Aug. 24 ........ 
A VP solves shrinking farm load. 
E.J. Hurley Aug. 24 
Goal: heat old homes electrically 
R.G. Macdonald Aug. 24 
Support not enough — it takes 
leadership. W.M. Shepherd Aug. 24 
Utility men urged to get in politics — 
Management Conference of Utility 
Companies in lowa (N) Nov. 2 
What’s ahead in electric energy marketing? 
Management will lead sales drives. 
J.D. Damon Dec. 28 ... ‘ 
What’s ahead in '65? — EW staff report 
Dec. 28 seviakeprsabes 
What Title VII means to business Sept. 14 
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MATERIALS HANDLING 


‘Air-lift’ trailers to boiler level 
at Commonwealth Edison Aug. 10 

Aluminum bus section moved in three 
sections (N) Aug. 24 

Auger-crane rig proves versatility July 13 

Barge owners see bright future in coal 
transport to utility power plants Aug. 17 

Bucket wheel stocker-reclaimer automates 
Chalk Point coal handling Oct. 26 

Bucket wheel stocker-reclaimer will 
handle coal at Keystone project (N) 
Nov. 2 ‘evthalianene : 

Cart keeps chain-falls handy. 

J.L. Johnstone Dec. 14 

Coal battles oil, gas on way to Gulf 
(N, map) Dec. 28..... 

Coal car with 260-ton capacity being 
designed (N) Dec. 7 : 

Coal trip automated: manpower cut at 
Carolina P&L’s Louis V. Sutton Steam 
Plant. R.S. Pollock Sept. 14 

Con Edison’s sophisticated communications 
plus ‘Trukveyor’ optimize stores 
operations Nov. 2 

Elevator unloads ton of coal in seconds 
at Indianna & Michigan Electric plant 
(N) Aug. 24 ; ’ 

Flying crane proves out in flat terrain. 
Paul Mako Sept. 7 selon si 

Frame simplifies use of rodding tape. 
Guiseppe Mazzara Dec. 28. 

Georgia Power handles 250-Mva transformer 
without crane. Ray Morris Aug. 10 


Georgia Power reorganization, use of 
computer cuts labor and inventory in 
stores department, K.A. Slaton 
(charts) Dec. 14 

Giant fans shipped for first 1,000-Mw unit 
(N) Nov. 30 

Orange & Rockland receives first unit coal 
train (N) Oct. 5 , ‘ 

Photoelectric device ends dumper damage. 
J.L. Johnstone Dec. 14 

Programmed rail control system for captive 
train movement (N) July 20 

Southern California Edison’s random-sample 
audit verfies stores Sept. 21 

Tool handles pulverizer balls easily. 

Lafe Ardery Jr. Dec. 28 

Truck stores transformer oil in rubber 
tank Aug. 10.. 

Unit train delivers — radiant thawers minimize 
cost-hazards in unit trainloads (table) 
Oct. 5 

Virginia E&P gets reduced railroad rates 
(N) Nov. 16 


METERS & MEASURING 


Circuit closer ready for meter sockets (N) 
Aug. 24 ‘ 
Duke Power cuts time for checking standard 
calibration. J.V. Leak Dec. 14 *106 
Field test magnetic-tape demand meter Sept. 7 ‘*61 


4-track recorder monitors substation loads 
Charles Morrison Oct. 19 ef 
GE cuts price of meters 18¢; price adders 
established (N) Sept. 28 14 
High-count demand meter system prints output 
Ensor & Jenks (map) Oct. 12 
Life test board developed for watthour 
meters. F.J. Levitsky Oct. 5 
Magnetic-tape demand meter field tested by 
Commonwealth Edison (N) Aug. 3 
Phantom load tests thermal meters. H.E 
Siebert Aug. 24 
Remote meter reading trial termed success 
(N) Sept. 28 
Van carries one-man meter test shop. E. Nolet 
Aug 10 


MICROWAVE 


see Communications, Controls 


MOTORS 


Long motor life begins with assembly 
R.C. Radtke Aug. 10 


MUNICIPAL SYSTEMS 


Fear private invasion of Nebraska’s public 
power domain (N) Nov. 23 

SMUD hydro equipment contracts go to 
Japanese (N) Aug. 3 

South Dakota municipal wins out over co-ops 
(N) July 13 


N 


NATIONAL POWER SURVEY 


see Federal Power Commission 


NATURAL RESOURCES 


Desalination and power plant ordered for 
Virgin Islands (N) Nov. 9 

Federal power — desalination program drawn 
up (N) Nov. 2 

Geothermal field in New Zealand’s North 
Island (N) Aug. 17 

Geothermal power stirs economic interest 
(N) Nov. 16 

Heat from refuse disposal urged for desalting 
(N) Dec. 7 

Interior-AEC desalting plan faces fire Dec. 7 

Joint construction of thermal power- 
water purifying plants recommended (N) 
Sept. 14 

Let’s do something about desalinization 
now! (Ed) Dec. 7 


(Ed) Editorial. *Illustrated. (N) News. (R) Reference Sheet. 


“North American Water & Power Alliance” 
report due (N) July 6 

President to ask money for desalination (N) 
Nov. 30 

President to emphasize basin development 
(N) Nov. 16 

Russians tap big geothermal power source 
(N) July 20 

San Diego G&E pledges assistance to state 
(N) Dec. 28 

Susequehanna River Basin study launched 
(map) July 20 


NUCLEAR POWER 
AEC backs two converter nuclear plants 
(N) Oct. 5 
AEC plans hearings on nuclear subsidy (N 
Sept. 7 
AEC’s Puerto Rico reactor shut down by 
fuel failure (N) Nov 23 
AEP’s Don Cook deflates nuclear power (N) 
July 27 
AEP’s Sporn gives JCCAE break-even point 
on coal (N) Aug. 10 
Allis-Chalmers lists nuclear plant costs (N) 
Nov. 30 
Bodega Bay — Post mortem on Bodega Bay 
(Ed) Nov. 9 
Bodega nuclear plant disagreement (N) Nov 
California nuclear center to inform the public 
(N) Nov. 2 
Canada discloses nuclear power planning 
(N) Nov. 9 
Canada’s Fairport station — 1,000-Mw A-plant 
has potential (N) Sept. 14 
Canada plans 1,000-Mw nuclear station (N) 
Aug. 17 
Canadians plan 1,000-Mw nuclear plant (map) 
Aug. 24 39 
Combustion Engineering announces expansion 
in nuclear field (N) Aug. 10 142 
Core design figures in nuclear fuel economics 
Dollard & Rosenblatt (tables) Nov. 16 98 
Europeans haggle over nuclear economics 
(N) Sept. 14 
Federal power — desalination program drawn 
up (N) Nov. 2 
France’s 250-Mw EDF-2 nuclear station (N) 
Aug. 17 
GE plans $15-million nuclear fuel recovery 
facility (N) Sept. 14 
GE reply awaited on Oyster Creek nuclear 
plant (N) Aug. 31 
GE test facility to study fast oxide reactor 
(N) Dec. 14 
Heavy-water reactor stressed at Canadian 
Nuclear Association July 6 23 
How utilities can figure nuclear fuel costs 
D.G. Adler (tables) Sept. 21 *114 
Interior-AEC desalting plan faces fire Dec. 7 *17 
Japan expands nuclear power planning (N) 
Oct. 19 24 
Jersey Central P&L’s Oyster Creek — AEC 
nod expected Nov. 2 
Jersey Central P&L’s Oyster Creek — public 
hearing set (N) Sept. 21 
Molten salt reactor could cut power costs 
Oct. 5 
National Youth Conference on the Atom — 
industry makes an investment in youth 
Nov. 23 *17 
Niagara Mohawk’s nuclear plant okayed by 
ACRS (N) Nov. 9 *12 
Nuclear estimates set ceiling for coal July 20 *22 
Nuclear fuels’ private ownership bill passed 
by House (N) Aug. 24 15 
Nuclear power drives energy costs down 
G.]. Stathakis (charts & tables) Oct. 5 50 
Nuclear power estimates too rosy? - 
comparison of new fossil-fuel with nuclear 
plants (table) Aug. 17 19 
Nuclear power may change plans for Danube 
(map, tables) Dec. 14 78 
Ownership of nuclear fuel brings new 
responsibilities (Ed) Nov. 23 5 
Oyster Creek contractual obligations outlined 
(N) Oct. 26 11 
Oyster Creek hearing — opposition appears 
(N) Oct. 19 24 
Oyster Creek nuclear plant costs evaluated 
(N) Sept. 7 23 
Oyster Creek - Sporn’s observations spark 
debate (Ed) Sept. 14 5 
Pacific G&E nuclear siting backed by 
business groups (N) Nov. 30 55 
Peach Bottom — internals installed, reactor 
sealed for tests (N) Aug. 24 
Reactor steel: topic at ASTM meeting Aug. 10 
Russia’s Beloyarsk atom plant starts (N) 
July 13 
Sporn’s nuclear economics disputed Sept. 14 





Steam-cooled reactor under study (N) 
Aug. 17-14, Aug. 24 

Steam-cycle breeder reactor study contract 
let (N) Aug. 17 

UN meeting hears nuclear progress reports 
J.H.M. Sykes Oct. 5 

Westinghouse to supply Pakistan nuclear 
power plant (N) Nov. 2 

What’s the thinking behind Britain’s nuclear 
power program? Aug. 24 

World nuclear capacity at the beginning of 
"64 (N) July 6 

Yankee plant inspected by international team 
(N) Nov. 30 


oO 


OUTAGES 


Forest fires hit Pacific G&E system (N) 

Oct. 12 *19 
Hurricane Dora mauls northern Florida 

Sept. 21 *105 
Hurricane Hilda causes widespread outages 

N) Oct. 12 
Niagara Mohawk hit by severe icing — line 

crews from three states help (N) Dec. 14 

Suppliers rush materials to storm-riddled 

utility (N) Dec. 14 

Remote control cuts outage time for 

Philadelphia Electric. C.F. Bishop Dec. 7 


P 


POLES 


Concrete poles aid spacer cable gain 
R.M. Clarke Sept. 21 *113 
From old poles, new garden sculptures (N) 
Sept. 14 *18 
Houston L&P steel-pole feeders serve under- 
ground distribution. Gardner & Purser Jr. 
Aug. 3.. ; *24 
Line color and shape featured by EEI 
Nov. 30.. 
Overall performance, field tests determine 
345-kv K-frame design for Northern 
States Power (charts & tables) 
Weather data give electrical design 
criteria. Weber & Alexander 
Oct. 19. . 
Field tests confirm 345- kv structural 
design. M.W. Anderson Oct. 19 . 
Pole-top nein patent t granted 
(N) Sept. 7.. santas on 
Replace arms easily ‘Oct s., ‘ 
Tables aid in pole selection. C. C. Jones 
Dec. 14. ; a 
2-sided single poles c carry 760- Mva- 
capacity line for New Orleans PS. 
Stumpf & Mouton (tables) Nov. 16........... 
VEPCO cleans pole top to improve 
operations. O.M. Tuck Dec. 7 


POWER POLICY 


“Chart your own plans,’ a Congressman 
told the industry (Ed) Oct. 12. 

Democratic power plank has some 
spliaters (Ed) Sept. 7 meee 

Democrats pledge preservation : of TVA. 
(N) Aug. 31. thet 3 

Democrats stress power cooperation 
Aug. 31 

88th Congress — how it acted on power 
issues (N) Oct. 19 : 

Election results — ~~ do they mean to 
industry? (N) Nov. . 

GOP backs middle-of- bbe power policy 
July 20 

GOP promises better climate for investor- 
owned utilities (Ed) Aug. 10 

Goldwater to de-emphasize federal power 
(N) July 20 . 

Johnson talks to power men (N) Oct. 

President Johnson says public power 
yardstick essential (N) Sept. 28 

President to emphasize basin development 
(N) Nov. 16... 

Regional preference fight settled (N) 
Aug. 24 ‘a 


SEE hears Bouldin score privilege 
Nov. 16........ ; 


Urban renewal: Builder or wrecker? 
(charts) Nov. 16. Sai 

WEST: a milestone in po power 
planning (Ed) Oct. 


We can’t agree on pee er (Ed) July 


What’s ahead in Washington? Which way 
for federal power reer woe Mock 
Dec. oe erecveses 


POWER SUPPLY 
Brazil’s power industry growth lags. 
L.D. Blachford (map) Aug. 10............. 
British Columbia Hydro’s rail-car 


generators supplement power Aug. 10.......... 


British power report poses dilemma. 
J.H.M. Sykes (table) Nov. 23..........:00 
Carolina-Virginia companies form power 


pool. A.J. Skaale (tables & map) Aug. 17 


Duke Power plans for 10,000-Mw eongien 
for North Carolina (N) Oct. 12. 
Electricity comes to village of Old 
Crow (N) Sept. 21. a ° 
Four jet engines help Louisville 5 meet air 
conditioning load (N) Sept. 21 
Gas total-energy packages run into trouble 
(chart) Nov. 16 
Holyoke unveils 10-Mw gas-jet peaking 
power installation (N) Nov. 2 
Hoosier pool to reward accurate load 
forecasts. Gausmann & Montgomery 
(chart, map) Dec. 21... : 
Interconnections see Interconnections 
‘Little Hoover Commission’ for 
purchased power (N) July 27....... 
MAPP study plans 5,956 Mw by 1980 
(N) Sept. 21 . esta anaes 
Mexico pushes electric power ‘for 
industry (map) Sept. 7 ........ ; 
New England has its first EHV line — 
CONVEX companies (map) Dec. 14. 
New forces affecting home energy sales —’ 
EBASCO study Aug. 17. 


Pacific Southwest, Pacific Northwest ties 


linked (N, map) Oct. 26. 


Power sufficient in Appalchia (Ed) Aug. "24 re 


Probability math shows benefits of 
pooling. J.H. Cronin (charts) July 13 

Southwest giant power complex would tap 
Utah coal for fuel and Colorado waters 
for cooling (map) Aug. 3 .............:.0-- 

Static power supply uses L5-kw inverters 
(N) Nov. 16 . rai 

Ten state Mid- American interpool f formed 
(N) Nov. 30... ; 

Uninterrupted power for « c computer s system. 
Stensland & Bacquet Aug. 10 

Utilities form two coordinating groups — 
MAIN and CAPCO (map) Dec. 7 ....... 

WEST: a milestone in regional power 
planning (Ed) Oct. 5S. 


PUBLIC RELATIONS 

‘Art of EHV’ exhibit attracts interest of 
patrons, public at Atlanta opening 
a eee 

California nuclear center to ‘inform the 
public (N) Nov. 2 ..... ~ 

A Christmas message (Ed) Dec. 21 iat 

EHV art collection unveiled (N) Oct. 5S. 

From old poles, new ome somata 
(N) Sept. 14. ee ; 

Investor electric companies sponser TV 
shows (N) July 13.. 

Let’s talk it up a little! (Ed) July 20 . 

PEA meeting told, customers are people 
(N) Oct. 19. ae 

Tampa Electric’: s color styling improves 
overhead distribution. E.K. Nelson 
July 20. ‘ 

Thailand engineers ‘observe line methods 
(N) Nov. 30... 

Utilities should improve ‘image, "NELPA 
told (N) Nov. 2 .... 

What more could one ask? (Ed) Nov. 30 

When a fellow needs a friend ......(Ed) Oct. 


PURCHASING 

Allis-Chalmers and Ohio Brass announce 
new prices (N) Oct. 12 ace 

Anaconda Wire & Cable changes pricing 
policy (N) Sept. 21.. . 

Chile forces rise in price of copper 
PU ae acetpicapiiainceseiincssesastinns 

Con Edison uses computer to speed 
purchases (N) July 6. i 

Copper and copper product | prices rise 
(N) Sept. 28 

Copper market continues to tighten | 
(N) Oct. 5. is 


(Ed) Editorial. *Illustrated. (N) News. (R) Reference Sheet. 


Copper outlook brighter Dec. 28...........:c:eseee 

Copper prices are rising; Kennecott 
stops taking orders (N) July 27 

Federal agencies buying for Pacific NW-SW 
intertie (N) Nov. 30... =e 

Federal agencies seek intertie equipment 
contractors (N) Nov. 2. ......... vos 

Federal intertie equipment contracts to be. 
negotiated (N) Oct. 19. 

GE reports rise in G&E equipment back- 
log (N) Dec. 28... 

Georgia Power reorganization, use of 
computer cuts labor and inventory in 
stores department. K.A. Slaton 
(charts) Dec. 14 saadibes 

I-T-E Circuit Breaker increases 3 switch- 
gear and transformer prices (N) Nov. 16. .... 

Kennecott strike ends, copper prices 
may rise (N) Sept. 14 . 

Ohio Brass raises prices 6% on some 
hardware items (N) Aug. 17 ........-:.ss0ss0see000 

Prices advance on metalclad switchgear, 
lightning arresters, transformers, 
turbine- es for nuclear use 
(N) Oct. iaaide . 

Genser increases prices on 1 heat- 
transfer equipment (N) Dec. 7 

What’s ahead in purchasing? Utility buying | 
to continue heavy. G.E. Williamson 
BID SIE citeaiennnenceanisneneinnanien 


R 


RADIO 


see Communications 


RECLAMATION BUREAU 

Arizona PS interconnects with 
Reclamation (N) Sept. 14 ....... 

House cuts USBR appropriations July 6 

Interior-AEC desalting ore faces fire 
DGG. T percenese 

‘Over-the-road’ mobile lab covers 
scattered projects. F. Schleif Aug. 10 

Ready operations center for Colorado 
River plants. me & Va (map) 
July 6 ; 


REGULATION & RATES 
California PUC sets disturbing seveaaesse 
(Ed) Aug. 3.. iiaiis e 
Cleveland citzens $ group suggests rate 
rise for municipal (N) Nov. 30.. 
Consolidated Edison Co. — after 23. 
hearings — a rate increase, July 13. 
Co-ops fight FPC regulation (N) Aug. 3 
Holland bill excludes regulating all 
intrastate groups (N) Aug. 18 
Kentucky to centralize regulatory 
agencies (N) Aug. 17 basa 
Midwest Assn of Railroad & Utilities 
Commissioners — regulated vs 
unregulated energy suppliers (N) Aug. 10 
New street lighting rate at Penn P&L i 
results (tables) Sept. 28......... = 
Regulation of rural co-op set for hearing in 
North Dakota (N) Nov. 2 ......... a 
REA considers increased interest rates 


Sen. Metcalf | puts questions to 100 
utilities (N) Nov. 30 ae aaccued 
Society breeds regulatory problems - - 
NARUC convention Dec. 21 ......0.0.... 
38 utilities refuse FPC on wholesale 
rate filing (N) Sept. 21. aac 
Upper Colorado River Commission calls on 
Udall to protect basin revenue (N) 
Sept. 28 ....... iia 
Washington PUD asks BPA for rate ‘forecast 
(N) Dec. 28 ‘ 
What’s ahead in finance, rates and regula- 
tion? Regulatory rulings could shape 
65. H.R. Frankel Dec. 28. 


REGULATORS 


see Voltage Regulation 


RELAYS 


Testing a aed studies EHV problems 
(N) Oct. 5 aati 





RESEARCH 

British demonstrate five-kw fuel cell 
(N) Dec. 21 

Dow Corning laboratory designed to 
study wire and cable (N) Nov. 16 

“RRolway” electric train would speed auto 
travel (N) Nov. 2 

Select Committee report — still trying to 
nail down R&D program (table) Aug. 10 

Suppliers have 10,810 men on utility R&D 
(N) Nov. 23. 

What’s ahead in research and deve lop- 
ment? Look for accelerated R&D 
efforts. Raffope & Cavanaugh Jr. Dec. 28 


RIGHT-OF-WAY 

Chemicals may slash tree trimming 
costs (N) Dec. 7 ; 

Chemicals sought for tree control by 
Central Hudson G&E. Richard Abbott 
BBB cB cecccseinsiessscnre 

Pelletized herbicide controls rural 
R/W. C.P. Aho Dec. 14 


RURAL ELECTRIFICATION 
Brooders, conversions have tremendous 
potential as rural load — National 

Farm Power Conference Nov. 2 

Farm exhibitions promote total- 
electric concept Aug. 24 

One problem with kwhrs: how’re you going 
to keep ’em down on the farm? Oct. 5 


RURAL ELECTRIFICATION ADMINISTRATION 


Considers increased interest rates (N) Dec. 21 11 


RUSSIA 


see Europe (Continental) 


SAFETY 
Add ‘visibility’ to prevent accidents 

Aug. 10. ‘ . 

Aerial baskets disc ussed at SEE safety 

meeting (N) Oct. 19 
Bodega Bay — — mortem on ee Bay 

(Ed) Nov. 

Bodega nc plant _—_ ment (N) 

Nov. 2.....< 
Cable support prov ed on 600-ft test line 

(N) July 20 
Circuit closer ready for meter soc kets 

(N) Aug. 24 cane 
Con Edison work record fac simile 

transmitted for safety. R.M. Carpenter 

Aug. 10. 

EEI Accident Prevention Committee 
declares safety management’s job Nov. 
Fight pole-top fires with long wand. 

A.G. Froehlich Dec. 14. 

Five-part program reduces vehicle 

accidents at South Carolina E&G. 

A.E. Kenrick Jr. (charts) Dec. 14 
Guard protects bucket controls. 

Howard & Edwards July 13 
Inerting prevents furnace explosions at 

Orlando Utilities Commission’s 

Indian River Plant. H.C. Luff Aug. 3 
Lower tree section safely with t-snub. 

K. Smith Dec. 14 
Mobile equipment today — report A.J. 

Stegeman (charts & tables) July 13 

Aerial baskets reduce costs, increase 

safety. G.H. Carlin July 13 
Training stresses safe, effective use 
of aerial buckets. E.J. Vander 
Veen July 13....... , 94 
Niagara Mohawk’s a lear plant okayed by 

ACRS (N) Nov. — *12 
Patrol planes ae of hazards. 

L.C. Schremser Aug. 10... *110 
Photoelectric device ends dumper damage. 

J.L. Johnstone Dec. 14 ..... : entin AB 
Plastic shields personnel from acid. 

J.L. Johnstone Dec. 14 s *118 
Safety cable protects tower climber Oct. 5 *83 
Yankee plant inspected by international 

team (N) Nov. 30. ; *54 


SALES & PROMOTION 


Alabama Power dusk-to-dawn lighting 
(N) Nov. 30 
ymputer plant installs heat-of-light 
system Sept. 21 
Delaware PSC upholds cash rebates for 
promotion (N) Nov. 9 
EEI workshop scheduled for industria 
salesmen (N) Dec. 28 
Electric heating takes a giant step 
forward Dec. 28 
Farm exhibitions promote total-electri 
concept Aug. 24 : 
15th annual electrical industry forecast 
1965-1980. A.J. Stegeman (charts & 
tables) Sept. 21 
Gas men want bigger share of the energy 
market ~ AGA convention Nov. 2 
Gas men warned to be wary of electric 
heating (N) Oct. 19 
Heat pumps prove successful in 
Connecticut July 27 
Kansas City P&L bill carries per-<day 
cost of electricity (N) July 27 
Key home services united into one comps 
package by Westinghouse Sept. 7 
LBE ad to promote total comfort 
conditioning (N) Dec. 28 
Local sales information now secured 
quickly at West Penn Power Co Oct. 
Manufacturers see record business con 
tinuing into next year Nov. 16 
NC Commission disapproves Duke Powe 
all-electric home promotion (N) Aug. 3 
NEMA’s Smith says new approach needed 
for selling high-end units (N) July 13 
National Electric Week plans available 
(N) Nov. 30 
New forces affecting home energy sales — 
EBASCO study Aug. 17 31 
Niagara Mohawk display promotes 
electricity in three ways (N) Dec. 28 *88 
Non-sales employees get active in sales at 
Puget Sound P&L Oct. 5 *142 
PEA meeting told, customers are people 
(N) Oct. 19 *101 
Promotional payments: the fight is just 
starting Aug. 24 85 
SEE Sales Conference — isolated generatior 
troubles sales executives Nov. 30 *102 
Sales and service personnel receive ex- 
tensive training at Niagara Mohawk 
Dec. 14 
Selling in the Sixties 
Rental plans help crack tough market 
Nov. 30 
Senior citizens projects planned in 
Canada, Missouri (N) Dec. 14 
Tampa Electric adopts underground service 
policy (N) Nov. 16 
Tampa Electric’s heat recovery systems 
prove successful. Leach Jr. & 
Murray July 13. 
Top management takes leadership in 
sales-report J.D. Damon Aug. 24 
They plan strategy and meet daily sales 
problems at Commomwealth Aug. 24 
They’ll close a sale, run a forum, 
or even consider a rate change at 
PP&L Aug. 24 
They attain gold-plated results with a 
Gold Medallion approach Aug. 24 
Select task force directs sales tactics 
Aug. 2 3 
A VP solves ae farm load. 
E.J. Hurley Aug. 24 
Goal: heat old homes electrically. 
R.G. Macdonald Aug. 24 
Support not enough — it takes leader- 
ship. W.M. Shepherd Aug. 24 
US Steel’s ‘power styling’ is for 
‘structural’ renewal (N) Nov. 16 
West Penn Power computer program 
eliminates rough guesses. Hartwig & 
Lippo (charts) Nov. 16 
Westinghouse earnings boosted by electric 
utility sales (N) Oct. 19 
What’s ahead in electric energy 
marketing? Management will lead sales 
drives. J.D. Damon Dec. 28 


STANDARDIZATION 


Eli Whitney wouldn't like it either 
(Ed) Aug. VW 
‘Neutral gray’ pushed as standard color 


(N) Nov. 30. 


(Ed) Editorial. *Illustrated. (N) News. (R) Reference Sheet. 


STATISTICS 
Appliance shipments show first-quarter 
gains (N) July 13 
EEI electric power survey (N, chart) 
Sept. 21 
Electric utilities: How big the horizons? 
D.F. Garvin (charts) Oct. 26 
15th annual electrical industry forecast 
1965-1980. A.J. Stegeman (charts & 
tables) Sept. 21 
The figures show we are in a fight! 
(Ed) Sept. 2L 
Gas leads co n 1953-62 p 
generation (N) Oct. 26 
Six major electrical appliances show 
gains in first ten months (N) Dec. 14 
Summer peaks — Why the scarcity of pool 
peak-load data? (Ed) Oct. 26 


STEAM STATIONS 
Cape Cod. Mass. — 500-Mw today 
tomorrow on Cape Cod (N, map) Aug 
Duke Power plans for 10,000-Mw complex 
for North Carolina (N) Oct. 12 
Duquesne Light boosts generator output 
81.5 Mw for $17 per kw. 
H.B. Wood (table) July 27. 
steam station design survey. L.M 
Olmsted (tables) Oct. 19 
Reveals sharp upturn in unit size 
Oct. 19 


General features, fuel and ash 


2,000 Mw 


8th 


handling, steam generators, coolir 
water Oct. 19 
Heat cycle apparatus, condensers 
Pp 9s, turbines, generators Oct 
Electrical auxiliaries, buses, cabl 
control systems 
lighting Oct. 19 
Key to identification of 49 new units i 
the US Oct. 19 
Fluid-metal MHD/steam binary cycle 
jeveloped. Lawrence Prem (chart) Oct. 19 
Geothermal 
interest (N) Nov. 16 


, and station 


power stirs economic 


IPALCO’s method of predicting effect fr 
weather and river data and expected 
plant heat discharge. G.C.Vansickie 
(charts & tables) Dec. 28 

Mississippi P&L’s Baxter Wilson Steam 
Electric Station — one-year speed-up 
announced (N) July 6 

Needed: A standard definition of dollars 
per kilowatt (Ed) Oct. 19 

PS of New Hampshire to install 350-Mw 
unit at Merrimack Station (N) July 27 

Pacific G&E’s Units 6 and 7 of Moss 
Landing Station to make station 
largest west of Mississippi. Kelly & 
Laverty Nov. 2 

will involve 


electric generating plant (N) Nov. 2 


Peabody Coal Co “package” 


Southwest giant power complex would t 
1 : 
{ for fuel and Colorado waters 


af 

tah coal 
for cooling (map) Aug. 3 

Tomorrow’s steam plant costs will be 
hard to beat (Ed) Nov. 2 

WEST plans 750-Mw coal-fired plant for 
69 (N) Sept. 28 


World Power Conference — power dev elop 


ments discussed at Lausanne. 


J.H.M. Sykes Nov. 2 


STORMS 


Commonwealth Edison’s Chicago line — 


vandalism, storm bring down towers 
Aug. 31 

Hurricane Cleo hits Florida P&L hard 
(N) Sept 

Hurricane Dora mauls northern Florida 
sept. 21 

Hurrie ane Hilda bowls over poles N) 
Oct. 19 

Hurricane Hilda causes widespread 
outages (N) Oct. 12 

Niagara Mohawk hit by severe icing — 
line crews from three states help (N) 
Dec. 14 
Suppliers rush materials to storm- 

riddled utility (N) Dec. 14 


SUBSTATIONS 


Central steel assembly cuts substation costs. 


R.E. Phillips Dec. 14 *85 





Commonwealth Edison converts old dc 
site to 160-Mva network sub. Foss & 
Webb Sept. 7 

Con Edison’s 345-kyv wibatekinns rising 
on 7 sites. Griffin Jr. & er 
(tables) Sept. 7 

Design 69-kv substation and line in 
tubular steel. P.A. Millerbernd Sept. 7 

Single-bus design proves best for sub- 
stations for Philadelphia Electric. 
Einwechter & Pennypacker Nov. 2 

‘Suitcase’ saves on substation control. 
Dec. 14 

Switch substation capacitor banks. 

G.S. Cannon July 20 / 

What BIL’s for 500-ky substations? 

C.L. Wagner & others (table) July 27 


SWITCHES & SWITCHING 


Allis-Chalmers raises prices on metal- 
enclosed switchgear (N) Dec. 28 

Gas-insulated jumpers bypass 69-kv switch 
without line outage Oct. 5. 

Hydraulic mechanism operates high voltage 
switch station at Grant County PUD’s 
Wanapum Dam. C.H. Cutter Nov. 16 

Pad-mounted switches with cable term- 
inators developed (N) Nov. 30 


Remote-control capacitor switching 
advanced (N) Aug. 31 


735-kv disconnect switch for Hydro Quebec. 


H. Myers Nov. 16 ; ‘ 
735-kv disconnect switch — labor- 
atory confirms design (N) Aug. 10 
Switch substation capacitor banks. 
G.S. Cannon July 20 
Westinghouse raises price on some metal- 
enclosed switchgear (N) Dec. 14 


SYSTEMS ENGINEERING 


Central Illinois Public Service Co.’s new 
needs spur microwave system expan- 
sion. H.C. Wilson (table & map) 

Sept. 7 

Computer-directed control set for "66 for 
Con Edison Nov. 2 ; 

Computer keeps tabs on new E DF plant 
near Paris. Liebray & Copin 
(tables) Aug. 24 

Electronic system speeds estimating 
of line extensions (N) Nov. 23 

Florida P&L emergency supervisory 
channel saves. Pope & Lewis Seft. 28 

High-count demand meter system prints 
output. Ensor & Jenks (map) Oct. 12 

Integrator gives hourly net system load 
at Iowa Electric L&P. oe & Meyer 
Aug. 10. ‘ 

lowa P&L launc hes program to study and. 
apply modern management, control, and 
computer techniques to all phases of its 
business (N) Oct. 19 

On-line control computers are inc reasing. 
H.L. Smith Sept. 7 

Ready operations center for C olorado 
River plants. Kemp & Cummings 
(map) July 6 

Simplify updating of dispatch board. 
Frederick Steen Nov. 30 

Solid-state system gathers kwhr data (N) 
Sept. 14 

System set to monitor 281 analog inputs 
(N) Nov. 16 . 

Tele-processing to save $1- “million. 

J.L. Braswell & others July 13 

University of Pennsylvania system science 
talks set for Oct. 15 (N) Sept. 21 


TAXES 


Consumers Power Co asks ‘paces om on 
tax treatment (N) Aug. 3 
New Orleans PS to fight biked city tax 
(N) Sept.14. ; 
Normalization or flow- through? ‘A 
continuing controversy (table) Oct. 19 
North Dakota proposes new gross receipts’ 
tex (N) Dec. 7 . 
Tax ruling on antitrust settle: nents 
handed down (N) Aug. 3 


TENNESSEE VALLEY AUTHORITY 


Democrats pledge preservation of TVA 
CH) Aug, 31 ....:.... 

Filter keeps boiler drum clean during 
inspection Sept. 21. 

Geared wrench makes removal of lug 
bolts easy Oct. 5............. 

Japanese firm wins hydraulic generator 
order (N) Oct. 5... 

Judge rules TVA hasn’ t right to ‘decide 
area (N) Sept. 28. inaction nieenens 

115-mile line to Memphis designed for 
500 kv. A.C. Pfitzer Nov. 2 

Orders 1,100-Mw turbine-generator for 
$17.8-million (N) Sept. 7 ..... 

Photoelectric device ends dumper damage. 
J.L. Johnstone Dec. 14. 

Replace pole arms easily Oct. 5 

SCEC 500-kv line — towers begin to 
rise in Arkansas (N) July 6 

Sand blasters can communicate Oct. 5 

Service area case decision due soon 
(N) Oct. 5... 


TESTING & TESTS 


ACAR ‘shoot out’ at Louisiana P&L 
(table) Oct. 5......... 

Analyzer gives quick chec k of metals 
CEU CNG se ksadcsecekcnve 

Body currents measured in live line work. 
H.L. Rorden & others Nov. 30.. , 

British energize 800-kv test line (N) 
July 6 ..... ; 

Cable support proved on 600- ft test 
line (N) July 20...... 

Cable test set for Con Edison (N) 
July 20 ..... 

Cc ommonwealth Edison field tests 
magnetic-tape demand meter (N) 
Aug. 3 

Conducters tested for Key stone Proje >ct 
(N) July 27 

Cornell EHV test achievements listed. 
L.I. Komives Nov. 2..... 

Cut testing time of multi-contact breakers. 
J.E. Bilaska Oct. 5 ..... 

Duke Power cuts time for c hec king 
standard calibration. J.V. Leak Dec. 14.. 

EHV laboratory can test through 
1,000 kv (N) Dec. 14 . 

Electrostatic-stress tests aid cable 
splicers. Dick Benesch Aug. 10 

Field test magnetic-tape demand meter 
Sept. 7 

GE bushing test exceeds industry 
standards (N) July 6 7 

GE test facility to study fast oxide 
reactor (N) Dec. 14 ; 

‘Indirect’ tests verify ratings of 500-kv 
CB’s. R.G. Golclaser ” (charts) 
Oct. 19. sien ; 

Keystone engineers see test (N) Sept.7 7. 

Life test board developed for watthour 
meters. F.J. Levitsky Oct.5 . 

Over-all performance, field tests determine 
345-kv K-frame design for Northern 
States Power (charts & tables) 
Weather data give electrical design 

criteria. Weber & Alexander Oct. 19 
Field tests confirm 345-kv structural 
design. M.W. Anderson Oct. 19 ....... 

‘Over-the-road mobile lab covers 
scattered projects. F. Schleif Aug. 10 

Phantom load tests thermal meters. 
H.E. Siebert Aug. 24 sabciinion 

Programmed device cuts test time for oil 
circuit breakers (N) Oct. 12 . 

Relay testing apna’ studies EHV 
problems (N) Oct. os 

Remote meter reading iil termed 
success (N) Sept. 28 fetes 

735-kv disconnect switch — laboratory 
confirms design (N) Aug. 10 

735-kv transformer tested for Quebec 
Hydro (N) Nov. 2 

Surge generator in new Westinghouse 
test facility (N) Oct. 26.. 

Tests prove 500-kv armor rods corona 
free. R.L. Reese (chart) Dec. 14 

Three tests check quality of silver 
plating. D.R. Goudelock Dec. 14 

Ultrasonic detector is versatile 
testing tool Oct. 5 

Van carries one-man meter test shop. 
E. Nolet Aug. 10 


TRANSFORMERS 


Allis-Chalmers to supply Pacific 
Northwest EHV transformers (N) Dec. 7 
Colorful pole-type transformer 25% 
smaller (N) Aug. 3 
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Connecticut P&L unit to bolster supply 
(N) Nov. 2 . ; 

Enameled-foil transformers _ 
flexibility. H.W. Book Aug. 2 

Equipment backlogs at new neh 
(N, chart) Sept. 21....... 

First 500-kyv transformer sent to , VEPCO 
(N) Nov. a 

Fluoroc ae gas used as transformer 
insulation. C.S. Collier (table) Oct. 5 

GE cuts some medium transformer 
prices (N) Aug. 17 

GE to furnish Keystone 500- kv 
transformers (N) July 20 

Georgia Power handles 250-Mva 
transformer without crane. Ray 
Morris Aug. 10 

Joliet station gets largest transformer 
(N) Nov. 30 

Load tap changing equipment at both ends 
of transformers (N) Aug. 17 ‘ 

Prices increased on power and network 
transformers (N) Oct. 19 

Record backlog of power transformers on 
order (N) Nov. 16 

‘Retired’ transformers used for training. 
D.E. Gaiennie Dec. 14 

735-kv transformer tested for Quebec 
Hydro (N) Nov. 2 os 

Six transformers jacked to platforms e at 
space-tight station (N) Dec. 7... 

Westinghouse increases discount on 
power transformers (N) Nov. 9 


TRANSMISSION 
Adjustable base assembly for aes masts. 
Cedric Marsh July 13 
Body currents measured in live line work. 
H.L. Rorden & others Nov. 30. : 
CIGRE studies growing pains of world’s 
large power systems July 13. ‘ 
Canadian-US line report due soon Dec. 21 
Central Hudson G&E lone guyed-V 
aluminum tower makes crossover. 
David Wiese Aug. 10 
Commonwealth Edison — how utility tells 
its EHV network story (N) Sept. 21 
Commonwealth Edison’s aluminum towers’ 
collapse traced to vandalism (N) Aug. 24 
Commomwealth Edison’s Chicago line — 
vandalism, storm bring down towers 
Aug. 31 ‘ 
Con Edison’s 345-kv cabebitions. rising on 7 
sites. Griffin Jr. & Higbie (tables) 
Sept. 7....0.. 
Cornell EHV toate ac Sievements: listed. 
L.I. Komives Nov. 2... 
EEI wades into de problems Nov. 30 ..... 
15th annual electrical industry forecast 
1965-1980. oe sense teeas (charts & 
tables) Sept. 
Flying crane proves out in flat terrain. 


Paul Mako Sept. 7.... ; 

Guyed Y towers for 500-kv Cantéion line. 
Cedric Marsh (table) Aug. 24 

Hamilton Falls power sce Hydro Stations 

Keystone engineers see test (N) 
Sept. 7 css. 

Keystone Project — - conducters tested 
(N) July 27... 

MAPP study plone 5, "956 Mw by 1980 
(N) Sept. 21 

New England has its “first EHV line - 
CONVEX companies (map) Dec. 14 

Niagara Mohawk ’copter surveys 345-kv 
line through wilderness July 27......... 

Northern States Power Co — design 69-kv 
substation and line in o steel. 
P.A. Millerbernd Sept. . si 

Northern States Power gas ‘niblie cuts 
transmission line need (N) Nov. 23 

Over-all performance, field tests determine 
345-kv K-frame design for Northern 
States Power (charts & tables) 
Weather data give electrical design 

criteria. Weber & Alexander Oct. 19 
Field tests confirm 345-kv structural 
design. M.W. Anderson Oct. 19 

Pace of EHV progress quickens. 
D.T. Braymer Dec. 28 

Pacific Coast 500-kv ac interties — 
plans jell (map & table) Aug. 31 

Pacific Northwest-Southwest interties — 
organization formed to coordinate 
technical aspects (N) Oct. 5 r 

Peace River project — bid awards exceed 
$100-million for generation, 
transmission Dec. 7......... ‘ 

Peace River project — Italian firm to 
supply 800 towers (N) Nov. 30. 

Peru taps hydro sites in high Andes” 
(maps) Nov. 23 . a 





Public Service of Colorado awards 
$3.6-million construction job (N) Aug. 31 
Public Service Co of Colorado uses 
85-ft platform-lift for ‘high’ 
problems Aug. 10. 
SCEC 500-kv line — towers begin to rise 
in Arkansas (N) July 6 
Sag transit gives quick check of span 
lengths for powerline project 
in Thailand P.C. Evans (tables) 
Oct. 19 catinde ‘ 
Sardinia/Italy dc link to use sea-ground 
return (map) July 13 . 
Submarine cable links Puerto Rican 
islands. Negroni & Roberts (map) Oct. 
TVA 115-mile line to Memphis designed 
for 500 kv. A.C. Pfitzer Nov. 2 
Tests prove 500-kv armor rods corona 
free. R.L. Reese (chart) Dec. 14 
12-sided single poles carry 760-Mva 
capacity line for New Orleans PS. 
Stumpf & Mouton (tables) Nov. 16... 
Utilities form two coordinating groups — 
MAIN and CAPCO (map) Dec. 7. 
WEST utilities plan $10.5-billion 
expansion (map) Sept. 28 


TRUCKS & TRAILERS 


see Vehicles 


TURBINES 


Fluid-metal MHD /steam binary cycle 
developed. Lawrence Prem (chart) 
Oct. 19. snachgorbebsiaiceuigeediiee 

Gas turbine provides emergency power for 
San Diego G&E Aug. 10. 

Gas turbine-steam turbine combination 
expands utility system economically. 
Stephens & Baldwin (charts & table) 
Aug. 10 cnseennapaicenainsiies 

Gas-turbine-supercharged cycle offers 
steam generator savings. Gorzegno & 
Zoschak (charts & table) Oct. 5 

GE creates special team to install, 
service gas turbines (N) Sept. 7 

GE raises discount, cuts boiler feed 
pump turbine prices (N) July 6 

Giant rotary-index machine mills blades 
(N) Dec. 28.......... : 

Jet-gas turbine package plant developed 
(N) Oct. 12 a 


Alabama Power Co — Simplify change from 
bolted to compression connections 
J.A. Taylor Aug. 10 
Alabama Power System — Dusk-to-dawn 
lighting (N) Nov. 30 
Allis-Chalmers Mfg Co — EHV art collection 
unveiled (N) Oct. 5 
Laser offers lower-cost EHV current 
monitoring (N) Nov. 16 
Laser system monitors EHV current 
E. Robert Perry Nov. 30 


Lists nuclear plant costs (N) Nov. 30 

Long motor life begins with assembly 
R.C. Radtke Aug. 10 

Programmed device cuts test time for oil 
circuit breakers (N) Oct. 12 

Reaches contract agreements with union (N) 
Nov. 23 

Reports highest first-half volume in history 
(N) July 27 

To supply Pacific Northwest EHV 
transformers (N) Dec. 7 

Aluminium Ltd — Adjustable base assembly for 

tapered masts. Cedric Marsh July 13 

Guyed Y towers for 500-kv Canadian line 
Cedric Marsh (table) Aug. 24 

American Electric Power System — Analysis 

leads to optimum generation reserves 

Nagel & Vassell (charts) Dec 14 

Body currents measured in live line work 
H.L. Rorden & others Nov. 30 
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Northern States Power gas turbine cuts 
transmission line need (N) Nov. 23 
Oklahoma G&E buys 56-Mw package gas 
turbine plant for $4-million (N) Sept. 14 
Special boring bar facilities turbine 
overhaul at Duke Power. W.F. Lark Nov. 30 
Sweden designing heavy-water turbine 
(N) July 20 
33'4-in. last-stage bucket offers 1% heat 
rate improvement (N) Aug. 31 . 
Tougher alloy permits shorter rotors, 
offers cost savings (N) July 13 
Turbo/ generator uses integral Ip 
cylinder/condenser design July 27 
Westinghouse Electric’s $2-million 
Machine tools turbine frames (N) 
Aug. 10 
Westinghouse gets $9-million Cape Cod 
turbine order (N) Aug. 24 
Westinghouse raises turbine prices by 
cutting discount (N) July 13 


V 


VEHICLES 

Aerial baskets discussed at SEE safety 
meeting (N) Oct. 19 

Aerial bucket training part of larger 
program at Commonwealth Edison Co 
Aug. 10 
Basket crew Esprit de Corp’s is a 

must. D.K. Wilson Aug. 10 

Auger-crane rig proves versatility July 13 

85-ft platform-lift for ‘high’ problems 
used at PS of Colorado Aug. 10 

Five-part program reduces vehicle accidents 
at South Carolina E&G A.E. Kenrick Jr. 
(charts) Dec. 14 

Guard protects bucket controls. 
Howard & Edwards July 13 

Hoist speeds stringing of 477-MCM ACSR 
for Wisconsin Electric Power Aug. 10 

McCable-Powers Body Co expands facility 
for vehicular-equipment market (N) 
Oct. 19, 


Computer center expected to cut costs (N) 
Dec. 21 
Oyster Creek nuclear plant costs evaluated 
(N) Sept. 7 
President Cook deflates nuclear power (N) 
July 27 
Sporn gives JCCAE break-even point on 
coal (N) Aug. 10 
Sporn’s nuclear economics disputed 
Sept. 14 
Sporn’s Oyster Creek observations spark 
debate (Ed) Sept. 14 
Tubeless microwave to link AEP system (N) 
Sept. 21 
American & Foreign Power Co — Brazil signs 
contract to buy US utilities (N) Sept. 7 
American-Standard — Giant fans shipped for 
first 1,000-Mw unit (N) Nov. 30 
Anaconda Wire & Cable — Changes pricing 
policy (N) Sept. 21 
Anderson Electric Corp — Analyzer gives quick 
check of metals (N) Nov. 23 
Appalachian Power Co — Blue Ridge project to 
boost area economy (N) Nov. 9 
Flyash sampling: guide to better combustion 
H.C. Skaggs Jr. Sept. 21 
Arkansas Power & Light Co — Management in 
sales - report. Support not enough — it takes 
leadership. W.M. Shepherd Aug. 24 
Studies coal vs gas economics (N) Dec. 7 
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Mobile equipment beckons top 
mé gement (Ed) July 13 
Mobile equipment today — report 
A.J. Stegeman (charts & tables) 
July 13 
New vehicles alter utility organizations 
line crews and supervisory concepts 
July 13 
Aerial baskets promote new pole top 
and substation configurations July 13 
Few utilities specify boom insulation 
July 13 
M&R trucks feature hydraulic 
equipment July 13 
Utilities specify a wide varity of 
aerial basket trucks July 13 
Here’s what utilities say they want 
July 13 
Buckets trigger changes in crew size, 
vehicle upkeep. M.L. Frick Jr. 
July 13 
Aerial baskets reduce costs, increase 
safety. G.H. Carlin July 13 
‘Team concept’ needed for line work. 
Darden & Faust July 13 
Mechanized construction reshapes 
organizations. C.C. Crockett July 12 
‘Transportation’ is co-captain of 
vehicle selection team. T.]J. 
Galligan Jr. July 13 
Training stresses safe, effective use of 
aerial buckets. E.J. Vander Veen 
July 13 
Molded glass-truck body is tested Aug. 10 
Over-the-road’ mobile lab covers 
scattered projects. F. Schleif Aug. 10 
Trailer strings distribution line for 
Kansas G&E. Warren & Fulton Aug. 10 


Truck stores transformer oil in 
rubber tank Aug. 10 


Van carries one-man meter test shop. 


E. Nolet Aug. 10 


VOLTAGE REGULATION 


Regulators announced with standard 
ratings (N) Oct. 19 


COMPANY INDEX 


Arizona Public Service Co — Aerial baskets 
reduce costs, increase safety. G.H. Carlin 
(tables) July 13 
Interconnects with Reclamation (N) Sept. 14 
New 230-kv line permits paralleling at Glen 

Canyon for interconnection test between 
Arizona PS and Northwest Power Pool 
(N, map) Oct. 26 


‘Tripod’ simplifies UG/OH transistion Dec. 14 


Ateliers de Constructions Electriques de 
Charleroi — EHV shunt reactors built in 
Belgium (N) Dec. 28 

Atomic Energy of Canada Ltd — Canada 
discloses nuclear power planning (N) Nov. 9 
Canadians plan 1,000-Mw nuclear plant (map) 

Aug. 24 
Heavy-water reactor stressed at Canadian 
Nuclear Association July 6 

Atomics International — Fluid-metal MHD/steam 
binary cycle developed. Lawrence Prem 
(chart) Oct. 19 ’ 


Babcock & Wilcox Co — How utilities can 
figure nuclear fuel costs. D.G. Adler (tables) 
Sept. 21 
SCE orders two additional 3,500-psi boilers 

(N) Sept. 7 
Steam-cooled reactor under study (N) 
Aug. 17-14, Aug. 24 
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Bailey Meter Co — System set to monitor 281 
analog inputs (N) Nov. 16 
Three computers give automated control (N) 

Oct. 5 

Baltimore Gas & Electric Co — ‘Driver’ inserts 
soil-resistivity needles. R.J. Gallina Aug. 10 
Epoxy tape used in cable terminals. Betz & 

Lusby Sept. 28 

Basin Electric Power Co-Operative — System set 
to monitor 281 analog inputs (N) Nov. 16 

Bodendieck Tool Co — Gas-insulated jumpers 
bypass 69-kv switch without line outage 
Oct. 5 

Boston Edison Co — ‘Transportation’ is co- 
Captain of vehicle selection team. T.J 
Galligan Jr. July 13 

Brazilian Traction & Power Co Ltd — Brazil’s 
power industry growth lags. L.D. Blachford 
(map) Aug. 10 

British Newfoundland Corp — Report due soon 
on Canadian-US line Dec. 21 

Burroughs Corp — Modular design permits 
expansion of computers (N) Sept. 21 


California Dept. of Water Resources — AEC 
backs converter nuclear plant (N) Oct. 5 
Canadian ASEA — Low bidder on dc current 
terminals (N) Dec. 21 
Canadian Westinghouse Co — Relay testing 
facility studies EHV problems (N) Oct. 5 
Capitol Electric Cooperative Inc — Regulation 
of rural co-op set for hearing in North 
Dakota (N) Nov. 2 
Carolina Power & Light Co — Carolina 
Virginia companies form power pool 
A.J]. Skaale (tables & map) Aug. 17 
Coal trip automated: manpower cut 
R.S. Pollock Sept. 14 
Offer to buy South Carolina Authority (N) 
Aug. 10 
Central Area Power Coordination Group — 
Utilities form two coordinating groups (map) 
Dec 7 
Central Electricity Generating Board (Great 
Britain) — British energize 800-kv test 
line (N) July 6 
Turbo/generator uses integral lp cylinder 
condenser design July 27 
Central Hudson Gas & Electric Corp 
Chemicals sought for tree control. Richard 
Abbott Dec. 28 
Lone guyed-V aluminum tower makes 
crossover. David Wiese Aug. 10 
Central Illinois Public Service — ‘Matching 
fund’ put to work to spur area development 
(N) Nov. 30 
Molded glass-truck body is tested Aug. 10 
New needs spur microwave system 
expansion. H.C. Wilson (table & map) 
Sept 
Central Louisiana Electric — Files suit 
against co-op (N) Oct. 12 
Hurricane Hilda bowls over poles (N) Oct. 19 
Central Power and Light Co — Stainless steel 
tubes hold sea water coolant (N) Nov. 9 
Ceramaseal, Inc — New technique seals 
ceramic to aluminum (N) Aug. 10 
Chance, A.B. Co — Cable support proved on 
600-ft test line (N) July 20 
Cincinnati Milling — Giant rotary-index machine 
mills blades (N) Dec. 28 
City Public Service Board, San Antonio, Tex. — 
15-kv, secondaries plowed in simultaneously 
].L. Finger Dec. 14 
Cleveland Electric Illuminating Co — 33kv 
reliability improved by arresters 
R.H. Oerthel (tables) Aug. 24 
Collier Construction Co — Flying crane proves 
out in flat terrain. Paul Mako Sept 
Combustion Engineering Inc — Expansion in 
nuclear field is announced (N) Aug. 10 
Commonwealth Edison Co — Aerial bucket 
training part of larger program Aug. 10 
‘Air-lift’ trailers to boiler level Aug. 10 
Aluminum towers’ collapse traced to 
vandalism (N) Aug. 24 
Field test magnetic-tape demand meter 
Sept. 7 
How utility tells its EHV network story 
(N) Sept. 21 
Joliet station gets largest transformer 
(N) Nov. 30 
Magnetic-tape demand meter field tested 
(N) Aug. 3 
Management in sales — report. They plan 
strategy and meet daily sales problems 
at Commonwealth Aug. 24 
Pelletized herbicide controls rural R/W 
C.P. Aho Dec. 14 
Utility converts old de site to 160-Mva 
network sub. Foss & Webb Sept 
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Vandalism, storm bring down towers on 
Chicago line Aug. 31 
Connecticut Light and Power Co — Huge 
unit to bolster supply (N) Nov. 2 
Consolidated Edison Co — After 23 hearings - 
a rate increase July 13 
Cable test set (N) July 20 
Canadian-US line report due soon Dec. 21 
Computer-directed control set for ’66 for 
Con Edison Nov. 2 
Cornwall project — What more could one ask? 
(Ed) Nov. 30 
Giant fans shipped for first 1,000-Mw unit at 
Ravenswood (N) Nov. 30 
Gov. Rockefeller won’t delay Storm King 
Mt. project (N) Dec. 21 
Microfilm and video speed customer 
information. A.N. Brown July 27 
Precipitator ordered for Ravenswood 
Nov. 9 
Six transformers jacked to platforms at 
space-tight station (N) Dec. 7 
Sophisticated communications, plus 
‘Trukveyor’ optimize stores operations 
Nov. 2 
345-kv pothead design aids installation. 
C. Maguire Dec. 28 
345-kv substations rising on 7 sites. 
Griffin Jr. & Higbie (tables) Sept. 7 
Uses computer to speed purchases (N) 
July 6 
Work record facsimile transmitted for 
safety. R.M. Carpenter Aug. 10 
Consumers Power Co — Asks court ne on 
tax treatment (N) Aug. 3 
Remote meter reading trial termed success 
(N) Sept. 28 
Training stresses safe, effective e use of 
aerial buckets. E.J. Vander Veen July 13 
CONVEX — New England has its first EHV 
line (map) Dec. 14 
Cooper-Bessemer Corp — Jet-gas turbine 
package plant developed (N) Oct. 12 
Corporacion de Energia del Mantaro (Mantaro 
River Electric Power Corp) — Peru taps 
hydro sites in high Andes (maps) Nov. 23 


Dallas Power & Light Co — Preformed pipe 
insulation to 27'2-in. dia meets startup 
deadline Oct. 5 
Desert Electric Cooperative — FPC weighs 
proposal to sell rural co-op (N) Oct. 19 
Detroit Edison Co — Cut testing time of 
multi-contact breakers. J.E. Blaska Oct. 
Electric pump for most manhole jobs. 
N.B. Nelson Oct. 5 

Floodlighting system brightens up bank 
(N) Aug. 10 

Fly ash plant in operation (N) July 13 

Frame simplifies use of rodding tape. 
Guiseppe Mazzara Dec. 28 

Levels workload on men and resources 

with CMP and MARS. Coombe & Baer 
Sept. 21 

Management in sales — report — A VP 
solves shrinking farm load. 
E.J. Hurley Aug. 24 

Plastic window saves repair trips. 
B.R. Klinger Dec. 14 

Protector ‘safeties’ pedestal edge 
Houghton & Nelson Nov. 30 

Simplify updating of dispatch board. 
Frederick Steen Nov. 30 
Dow Corning Corp — New laboratory designed to 
study wire and cable (N) Nov. 16 
Dravo Corp — Bucket wheel stocker- 
reclaimer (N) Oct. 26-23, Nov. 2 
Duke Power Co — Billion-dollar power ex- 
pansion disclosed (N) Oct. 5 
Buckets trigger changes in crew size, 
vehicle upkeep. M.L. Frick Jr. July 13 

Carolina-Virginia companies form power 
pool. A.J. Skaale (tables & map) Aug. 17 

Cut time for checking standard cali- 
bration. J.V. Leak Dec. 14 

NC Commission disapproves all-electric 
home promotion program (N) Aug. 3 

Offer to buy South Carolina Authority 
(N) Aug. 10 

Open secondaries easily with new device 
Oct. 5 

Special boring bar facilitates turbine 
overhaul. W.F. Lark Nov. 30 

Static power supply uses 15-kw inverters 
(N) Nov. 16 

10,000-Mw complex for North C arolina (N) 
Oct. 12 

Du Pont de Nemours, E I & Co - Fluoro- 
carbon gas used as transformer 
insulation. C.S. Collier (table) Oct. 5 

Duquesne Light Co ~ Boosts generator 
output 81.5 Mw for $17 per kw. 

H.B. Wood (table) July 27 
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East Central Nuclear Group — Steam-cooied 
reactor under study (N) Aug. 17-14, Aug. 24 

Ebasco Services, Inc — Electric utilities 

How big the horizons? 
D.F. Garvin (charts) Oct. 26 
New forces affecting home energy 
sales Aug. 17.. : ; 

Electric Power Board of Chattanooga, Tenn = 
Develop constructive apprentice 
program. William Arrants Nov. 16 

Electric Storage Battery Co — Static in- 
verter provides ac for critical load. 

E.J. Fitzmaurice Dec. 14. 

Electricite de France — Computer keeps te abs 
on new EDF plant near Paris. Liebray & 
Copin (tables) Aug. 24 ; 
French turn to ‘barehand’ technique (N) 

July 13 jaisbilhalthte ibaa drhatcabaaninubs 

Electronics Associates, Inc — Computer plant 
installs heat-of-light system Sept. 21 

Eletrobras of Brazil — Signs contract to 
buy US utilities (N) Sept. Rik 

English Electric Co — 735-kv transformer tested 
for Quebec Hydro (N) Nov. 2 

ESCO Manufacturing Co — Pad- mounted “switch | 
with cable terminators developed (N) Nov. 30 

he Estimatic Corp — Electronic system 
speeds estimating of line extensions 
(N) Nov. 23 5 

Ets-Hokin Corp — Gets $6.3-million transmission 

line order (N) July 20 


Fanner Manufacturing Co — Tests prove 
500-kv armor rods corona free. R.L. Reese 
(chart) Dec. 14 7 aaah 
Fisher Pierce/Sigma Instruments Inc - 
Remote-control capacitor switching 
advanced (N) Aug. 31 ‘ 
Florida Power Corp — seen a foundation 
problem (N) Nov. 30.. 
Florida Power & Light Cc o- es banis shers 
reduce line damage Oct. eee 
Emergency supervisory es saves. 
Pope & Lewis Sept. 28 

Hurricane Cleo hits Florida P&L hard 
(N) Sept. 7 = 

Modify flame rods to “reduce maintenance 
Lory Snipes Nov. 2. 

Foster Wheeler Corp — Gas- turbine- super- 
charged savings. Gorzegno & Zoschak 
(charts & table) Oct. 5 


G&W Electric Specialty Co — 345-kv pothead 
design aids installation. C. Maguire Dec. 28 
Gas & Electric Department of Holyoke, 
Mass. — Unveils 10-Mw gas-jet peaking 
power installation (N) Nov. 2 
General American Transport — “RRolway” 
electric train would speed auto 
travel (N) Nov. 2 ; 
General Electric Co — Antitrust 
settlements (N) Aug. 10 
Appeals NLRB decision (N) Dec. 21 
Bushing test exceeds industry 
standards (N) July 6 
Circuit closer ready for meter sockets 
(N) Aug. 2 
Colorful pole-type transformer 25% 
smaller (N) Aug. 3 
Computer producing electrical designs 
(N) Nov. 16 
Contract for eleven 345-kv breakers 
(N) Sept. 21 
Contract for Keystone 500-kv 
transformers (N) July 20 
Electronic, remote control system 
(N) Nov. 2 
GE, IVE mediators seek solution to 
piecework pay rates (N) July 13 
High-count demand meter system prints 
output. Ensor & Jenks (map) Oct. 12 
Insulating tape virtually eliminates 
damage from corona (N) Dec. 28 
LOAD magazine to be incorporated in 
“Electrical World” (N) Aug. 3 
New offices show advanced lighting 
techniques (N) Dec. 28 
New transistorized FM two-way radio 
developed (N) July 27 
Nuclear power drives energy costs down. 
G.J. Stathakis (charts & tables) 
Oct. 5 
Oklahoma G&E buys 56- Mw package gas 
turbine plant for $4-million (N) Sept. 14 
Oyster Creek contractual obligations 
outlined (N) Oct. 26 
Oyster Creek nuclear _ costs 
evaluated (N) Sept. 
Plans $15- million aon fuel 1 re- 
covery facility (N) Sept. 14 





‘Power block’ for bulk peaking 
requirements. H.A. Carlson July 
Process permits longer insulators 
(N) Aug. 24 
Programmed rail control system for 
captive train movement (N) July 20 
Regulators announced with standard 
ratings (N) Oct. 19 
Reply awaited on Oyster Creek nuclear 
plant (N) Aug. 31 
Says labor pact will help control costs 
(N) Oct. 12 
$60-million expansion hinges on 
agreement with IUE (N) Aug. 31 
Special team to install, service gas 
turbines (N) Sept. 7 
TVA orders 1,100-Mw turbine -generator 
for $17.8-million (N) Sept. 7 
Test facility to study fast oxide 
reactor (N) Dec. 14 
Three large-scale computers 
developed (N) Aug. 17 
33'4-in. last-stage bucket offers 1% heat 
rate improvement (N) Aug. 31 
Tougher alloy permits shorter rotors, 
offers cost savings (N) July 13 
Weather data give electrical design 
criteria. Weber & Alexander (charts & 
tables) Oct. 19 
General Precision Aerospace — Uninterrupted 
power for computer system. Stensland & 
Bacquet Aug. 10 
General Telephone Co — Remote meter 
reading trial termed success (N) Sept. 28 
Georgia Power Co — “Electricity vs Fossil 
Fuels” — booklet covers competitive 
aspects of commercial buildings (N) 
Aug. 24 
Handle 250-Mva transformer without 
crane. Ray Morris Aug.’ 10 
Reorganization, use of computer cuts labor 
and inventory in stores department. 
K.A. Slaton (charts) Dec. 14 
URD moves ahead in Southeast Dec. 21 
Gulf States Utilities — Files suit against 
co-op (N) Oct. 12 
Hurricane Hilda bowls over poles (N) 
Oct. 19... 
Switch substation capacitor banks. 
G.S. Cannon July 20 
Tele-processing to save $1-million. 
J.L. Braswell & others July 13 
Wire stakes facilitate survey crew work 
Oct. 5 


Harmstorf Corp — Two 4,300-ft submarine 
cables sunk 5 ft deep in channel 
bottom. Bender & McBride (map) Sept. 14 

Hartford Electric Light Co — Heat pumps 
prove successful in Connecticut 
July 27 

Hawaiian Electric Co, Ltd — Optimize 
Hawaiian underground distribution. 

J.F. Richardson Jr. & others (chart & tables) 
Aug. 10 
Truck stores transformer oil in rubber 

tank Aug. 10 

High Voltage Engineering Corp — Cable test 
set for Con Edison (N) July 20 

Holyoke Water Power Co — Utilities 
estimate 4,100-Mw peaking potential on 
Connecticut River (N, map) Nov. 9 

Honeywell, Inc — Announces new computer, 
opens education center (N) July 13 

Houston Lighting & Power Co — Steel-pole 
feeders serve underground distribution. 
Gardner & Purser Jr. Aug. 3 

Hydro Electric Power Commission of 
Ontario — Body currents measured in live 
line work. J.W. Simpson & others Nov. 30 
Canada’s Fairport station — 1,000 Mw 

A-plant has potential (N) Sept. 14 
Guyed Y towers for 500-kv line. 
Cedric Marsh (table) Aug. 24 


I-T-E Circuit Breaker Co — EHV ‘nesting- 
cone’ insulators announced (N) Sept. 21 
500-kv post insulator described — NELPA 

meeting July 27 

Idaho Power Co — ‘Suitcase’ saves on sub- 
station control Dec. 14 

Illinois Power Co — Gas-insulated jumpers 
bypass 69-kv switch without line 
outage Oct. 5 ; 
Uninterrupted power for computer system. 

Stensland & Bacquet Aug. 10 

Indiana & Michigan Electric Co — 

Elevator unloads ton of coal in seconds 
(N) Aug. 24 


Indianapolis Power & Light Co — Method of 
predicting effect from weather and river 
jata and expected plant heat discharge 
G.C. Vansickie (charts & tables) 

Dec. 28 

New pool to reward accurate load forecasts 
Gausmann & Montgomery (chart, map) 
Dec. 21 

ustrial Contracting of Fairmont — 

Building owner gets quality at low cost 

with heat pump. Seseen Francis Nov. 2 

International Business Machines Corp — 
Tele-processing to save $1-million 
].L. Braswell & others July 13 

lowa Electric Light & Power Co — Integrator 
gives hourly net system load. Young & 
Meyer Aug. 10 

lowa Power & Light Co — Launches program 
to study and apply modern management, 
control, and computer techniques to all 
phases of its business (N) Oct. 19 
Strike clouded by conflicting issues 

(N) Nov. 16 
Strike continues (N) Oct. 19 
Strike settled after 81 days (N) Dec. 21 


Jacksonville Dept of Water & Electric 
Utilities — Hurricane Dora mauls northern 
Florida Sept. 21 
Jersey Central Power & Light Co — AEC nod 
expected on Oyster Creek Nov. 2 
Computer plant installs heat-of-light 
system Sept. 21 

Oyster Creek contractual obligations 
outlined (N) Oct. 26 

Oyster Creek hearing — opposition 
appears (N) Oct. 19 

Oyster Creek nuclear plant costs 
evaluated (N) Sept 

Public hearings set on Oyster Creek (N) 
Sept. 21 

Yards Creek pumped storage to cost $84 
per kw (N) Sept. 28 

Johns Hopkins University — Body currents 
measured in live line work 
W.B. Kouwenhoven & others Nov. 30 


Kaiser Aluminum & Chemical Corp — Conduc 
tors tested for Keystone Project (N) 
July 27 
Spending $6-million to boost aluminum 
conductor output (N) July 6 
Kansas City Power & Light Co — Bill 
carries per-day cost of electricity (N) 
July 27 
Line color and shape featured by EE] 
Nov. 30 
Kansas Gas & Electric Co — Central steel 
assembly cuts substation costs. 
R.E. Phillips Dec. 14 
Trailer strings distribution line. 
Warren & Fulton Aug. 10 
Kansas Power & Light Co — Archer shoots 
cable lead through trees Dec. 14 
Kearney, James R. Corp of Canada Ltd — 735- 
kv disconnect switch for Hydro Quebec 
H. Myers Nov. 16 
Kennecott Copper Corp — Court ruling on 
Okonite divestiture to be studied (N) 
July 13 
Strike ends, copper prices may rise (N) 
Sept. 14 
Kentucky Utilities Co — Judge rules TVA 
hasn’t right to decide area (N) Sept. 28 
Tool handles pulverizer balls easily 
Lafe Ardery Jr. Dec. 28 


Link-Belt Co = Elevator unloads ton of coal 
in seconds (N) Aug. 24 . 
Long Island Lighting Co — Protect 
potheads with plastic guards. W.C. 
Engleman Aug. 10 
Two 4,300-ft submarine cables sunk 5 ft 
deep in channel bottom. Bender & 
McBride (map) Sept. 14 5 
Los Angeles Department of Water & Power — 
Auger-crane rig proves versatility 
July 13 
Louisiana Electric Co-op — Utilities suit 
against co-op (N) Oct. 12 ..... 11 
Louisiana Power & Light Co — ACAR ‘shoot out’ 
(table) Oct. 5 ; *86 
Files suit against co-op (N) Oct. 12 11 
Mechanized construction reshapes organ- 
izations. C.C. Crockett July 13 *90 
Sand blast corroded conductors for good 
connections Aug. 10 ; 
Louisville Gas & Electric Co -- Four jet 
engines help meet air conditioning load 
(N) Sept. 21 i 140 
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Madison Gas & Electric Co — Farm exhibit 
promote total-electric concept Aug. 24 
Maine Public Service Co — ‘Retired’ 
transformers used for training 
D.E. Gaiennie Dec. 14 
Martin Co — Magnetoplasmadynamic (MPD) 
generator (N) July 20 
McCabe-Powers Body Co — Expand facility 
for vehicular-equipment market (N) Oct. 19 
McGraw-Edison Co — Line Material reorganize 
into product-oriented groups (N) Dec. 28 
Load tap changing equipment at both ends 
»f transformers (N) Aug. 17 
New 300-yv branch fusing units announced 
(N) Sept. 21 
Three testscheck quality of silver 
plating. D.R. Goudelock Dec. 14 
Memphis Light, Gas and Water Division — 
Safety cable protects tower climber Oct 
Mercier, C.E. & Associates Research & 
Deve ment Co— Corona detector checks 
insul yn quality. C.E. Mercier July 13 
Metropolitan Electricity Authority of 
Bangkok — Public Service E&G sales 
engineer teaches lighting in Thailand 
N) July 27 
Mid-America Interpool Network (MAIN) — Ter 
state interpool formed (N) Nov. 30 
Utilities form two coordinating groups 
ap) Dec 
Mid-Continent Area Power Planners — MAPP 
study plans 5,956 Mw by 1980 (N) Sept. 21 
Millerbernd Manufacturing Co — Design 69-kv 


substation and line in tubular steel 
P.A. Millerbernd Sept 

Mississippi Power & Light — Baxter Wilson 
Steam Electric Station — one year speed-up 
announced (N) July € 


Monongahela Power Co — Building owner gets 


quality at low cost with heat pums 
Seseen Francis Nov. 2 
Montana-Dakota Utilities — Regulation of 


rural co- set for hearing in North 
Dakota (N) Nov. 2 

Motorola Instrumentation and Control Inc — 
Solid-state system gathers kwhr dz 1 
Sept. 14 


1 Cash Register — Computer’s main 


ises thin-film elements (N) 


500-Mw today, 2,000-Mw 
tomorrow on Cape Cod (N, map) Aug. 3 
New England Electric System — High-count 
jemand meter system prints output. 
nsor & Jenks (map) Oct. 12 
Life test board developed for watthour 
meters. F.J. Levitsky Oct. 5 
Utilities estimate 4,100-Mw peaking 
potential on Connecticut River 
nap) Nov. 9 
New England Gas & Electric Assn — 500-Mw 
today, 2,000-Mw tomorrow on Cape Cod 
(N, map) Aug. 3 
Westinghouse gets $9-million Cape Cod 
turbine order (N) Aug. 24 
New England Power Co — High-count demand 
meter system prints output. Ensor & 
Jenks (map) Oct. 12 
New Orleans Public Service Inc — Add 
visibility’ to prevent accidents Aug. 10 
Hurricane Hilda bowls over poles (N) 
Oct. 19. 

To fight hiked city tax (N) Sept. 14 
12-sided single poles carry 700-Mva 
capacity line. Stumpf & Mouton 

(tables) Nov. 16 
New York State Electric & Gas Corp - 
Removes political posters from poles 
(N) Nov. 2 . 
Niagara Mohawk Power Corp — ACRS okays 
nuclear plant (N ) Nov. 9 
‘Art of EHV’ exhibit attracts interest of 
patrons, public at Atlanta opening 
Nov. 2 
Basket crew esprit de corps is a must 
D.K. Wilson Aug. 10 
Copter surveys 345-kv line through 
wilderness July 27 
Revolving display promotes electricity 
in three ways (N) Dec. 28 
Sales and service personnel receive 
extensive training Dec. 14 
Severe icing — line crews from three 
states help (N) Dec. 14 
Suppliers rush materials to storm- 
riddled utility (N) Dec. 14 
Weather vane aids power planning Oct. 5 
Wins first honors for efficiency rating 
(N) Dec. 28 
Northern States Power Co — Gas turbine cuts 
transmission line need (N) Nov. 23 
NMU to picket coal docks (N) Aug. 10 





Over-all performance, field tests 
determine 345-kv K-frame design 
(charts & tables) 

Weather data give electrical design 
criteria. Weber & Alexander Oct. 19 

Field tests confirm 345-kv structural 
design. M.W. Anderson Oct. 19 ............. 

Patrol planes warned of hazards. 

L.C. Schremser Aug. 10 : 

Split-cone guards protect bushing caps. 
G.R. Deinema Aug. 10 i 

N.W. Electric Power Cooperative Inc — Aati- 
trust charges against six manufacturers 


(N) Sept. 28 


Ohio Brass Co — Body currents measured in 
live line work. C.J. Miller Jr. & others 
Nov. 30 
Keystone engineers see test ‘(N) Sept. 7 
Laboratory confirms design of 735-kv 

disconnect switch (N) Aug. 10 
To supply 500,000 insulators for 
Keystone Project (N) Aug. 31 ‘ 

Oklahoma Gas & Electric Co — Buys 56-Mw 
package gas turbine plant for $4-million 
(N) Sept. 14. a i 

Opinion Research Co — “Strengthening Corporate 
Financial Relations” Sept. 7 

Orange and Rockland Utilities, Inc — 
Receives first unit coal train (N) Oct. 5 

Orenda, Inc — 6-Mw mobile generator unit 
developed (N) Oct. 19 - 

Orlando Utilities Commission — Concrete 
poles aid spacer cable gain. R.M. Clarke 
Sept. 21 = 
Inerting prevents furnace explosions. H.C. 

Luff Aug. 3 


Pacific Gas & Electric Co — Bodega nuclear 
plant disagreement (N) Nov. 2 
Business groups back PG&E on nuclear 
siting (N) Nov. 30 
Butterfly valves to control Pit River (N) 
Aug. 24 
Chemicals may slash tree trimming costs 
(N) Dec. 7 
Forest fires hit big utility system (N) Oct.12 
Offers cost estimates for underground (N) 
Oct. 26 19 
Pacific Coast 500-kv ac interties — plans jell 
(map & table) Aug. 31 *26 
Pie chart shows cost relationships for 
typical URD subdivision Novy. 30 
Post mortem on Bodega Bay (Ed) Nov. 9 
‘Twice the light for same price’ (N) 
Nov. 30 
2 supercritical steam units to make 
station largest west of Mississippi — 
Units 6 and 7 of Moss Landing Steam 
Station. Kelly & Laverty Nov. 2 
Ultrasonic detector is versatile testing 
tool Oct. 5 
Peabody Coal Co — “Package” will involve 
electric generating plant (N) Nov. 2 
Pennsylvania Power & Light Co — Manage- 
ment in sales — report they’ll close a 
sale, run a forum, or even consider a rate 
change at PP&L Aug. 24 
New street lighting rate gets results (tables) 
Sept. 28 
Performance Insulator Inc — Pole-top configur 
ation patent granted (N) Sept. 7 
Philadelphia Electric Co — Defendants file 
briefs against verdict (N) Sept. 7 
Peach Bottom — internals installed, 
reactor sealed for tests (N) Aug. 24 
Pumped storage license (N) Oct. 5 
Remote control cuts outage time. C.F. 
Bishop Dec 
Settles 19 antitrust suits for $18- million 
(N) Dec. 21 
Single-bus design proves best for substa- 
tions. Einwechter & Pennypacker Nov.2 
Wins first honors for efficiency rating (N) 
Dec. 28 
Plymouth County Electric Co — 500- Mw today, 
2 oe tomorrow on Cape Cod (N, map) 
Aug. : 19 
Potomac Biiose Co — 4-track rec order monitors 
substation loads. Charles Morrison Oct. 19 *111 
Management in sales — report Goal: heat 
old homes electrically. R.G. Macdonald 
(tables) Aug. 24 54 
Potomac Electric Power Co — Bucket wheel 
stocker-reclaimer automates Chalk Point 
coal handling Oct. 26 
Public Service Co of Colorado — Awards $3.6- 
million construction job (N) Aug. 31 
Cabin Creek installed costs cut $10 per 
kw (N) Oct. 26 ae 


Economics justifies heavier distribution 
feeders. W.J. Stephens (chart & table) 
Oct. 12. 

85-ft platform- “lift for ‘high’ problems ‘Aug. ‘10 

3-hp hydraulic tool for baskets Aug. 10 

Public Service Co of Indiana, Inc — New pool 
to reward accurate load forecasts. Gausmann 
& Montgomery (chart, map) Dec. 21 

Public Service Co of New Hampshire — To 
install 350-Mw coal- “burning unit at 
Merrimack Station (N) July 27. 

Public Service Co of ee — Orders big 
radiant boilers (N) Oct. 

Public Service Electric & te Co- Foreign 
trade tips promote Jersey business (N) 
Aug. 3 aniseed 
Sales engineer teaches lighting is in “Thailand 

CH) Jelg BF ntsc 

Spacer cable, rec losers stormproof 1 kv 
system. D.E. Hooper Nov. 30 

Puerto Rico Water Resources Authority — Sub- 
marine cable links Puerto Rican islands. 
Negroni & Roberts (map) Oct. 26 : 

Puget Sound Power & Light Co — Non-sales 
employees get active in sales Oct. 5 


Quebec Hydro Electric Commission — 735-kv 
disconnect switch for Hydro Quebec. H. 
Meyers Nov. 16 ai 

735-kv transformer tested (N) Nov. 2 


Radio Corp of America — Slashes sales and 
rental prices for 3301 computer (N) July 27 

Rochester Gas & Electric Corp — AEC backs 
converter nuclear plant (N) Oct. 5 

Royal Electric Mfg Co Inc — Aluminum bus 
system moved in three sections (N) Aug. 24 


San Diego Gas & Electric Co — Gas turbine 
provides emergency power Aug. 10 
Pledges assistance to state (N) Dec. 28 

Sargent & Lundy — Uninterrupted power for 
computer system. Stensland & Bacquet 
Aug. 10 

Schwager-Wood Co, Inc - Hydraulic mechanism 
operates high voltage switch station. C.H. 
Cutter Nov. 16 

Schweser, Robert E. Co: — Fear private invasion 
of Nebraska’s public power domain (N) 
Nov. 23 


Seattle City Light — From old poles, new 
garden sculptures (N) Sept. 14 
Shell Research — Five-kw fuel cell (N) Dec. 21 
Sigma Instruments, Inc — Pertinence of 
spectral radiation to outdoor lighting con- 
trols. T.I. Marx (charts) Oct. 5 
Simplex Wire & Cable Co — Submarine cable 
links Puerto Rican islands. Negroni & 
Roberts (map) Oct. 26 .. : 
Slaughter Co — Plans move to Ardmore, Okla. 
(N) Nov. 2 
Societa Anonima E lettrific azione — To supply 
800 towers for Peace River project (N) 
Nov. 30 
Societa Mineraria Carbonifera Sarda p.A. 
Sardinia/Italy de link to use sea- coand 
return (map) July 13 
South Carolina Electric & Gas Co — Carolina- 
Virginia companies form power pool. A.J. 
Skaale (tables & map) Aug. 17 
Five-part program reduces vehicle accidents 
A.E. Kenrick Jr. (charts) Dec. 14 
Offer to buy South Carolina Authority (N) 
Aug. 10. . 
State cedes development chore to utility 
(N) Nov. 16..... 
Stock purchase-savings program establ ished 
(N) Sept. 28 . seule . 
Tables aid in pole selection. C.C. Jones 
Dec. 14 
South Carolinia Electric Co-op Assn — Thailand 
engineers observe line methods (N) Nov. 30 
South Carolinia Public Service — Disapproves 
offer to buy Ene en 
(N) Aug. 17 ..... 
South Central Electric Companies — 500-kv 
towers begin to rise in Arkansas (N) July 6 
Southern California Edison Co — FPC weighs 
proposal to sell rural co-op (N) Oct. 19 
Management in sales — report They attain 
gold-plated results with a Gold 
Medallion approach Aug. 24 woe ED 
Orders two additional 3,500-psi boilers (N) 
Sept. 7....:.0. sia” a 
Pacific Coast 500- kv ac interties -- plans 
jell (map & tables) Aug. 31 . *26 
Random-sample audit verfies stores Sept 21.. *109 
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URD achieves cost break-through. Lauder 
& Blankenburg Nov. 9... mankea 
Southern Electric Generating Co — Cart. keeps 
chain-falls handy. J.L. Johnstone Dec. 14. 
Photoelectric device ends dumper peniett 
J.L. Johnstone Dec. 14 sas 
Plastic shields personnel from acid. - L. 
Johnstone Dec. 14 ............. 
Southwestern Electric Power Co — F iles suit 
against co-op (N) Oct. 12. s 11 
Southwestern Public Service Co — Electro- 
static-stress tests aid cable _e. 
Dick Benesch Aug. 10 ..... ies *94 
Make OCR hangers. N.D. Busby “Aug. 10 101 
Van carries one-man meter test shop. 
Nolet Aug. 10..........::s00 etisst: SFO 
Sperry Rand Corp — Core storage > element 
doubles memory capacity (N) Oct. 19. ; 138 
Square D Co — New 300-v branch nae units 
announced (N) Sept. 21 .......:es+0+ ; ciesiasnaces Laue 
Susquehanna River Basin Utility Group — 
ee River Basin study launched 
(map) July 20 ............0000 sone WOO 
Sverdrup & Parcel Intl, Inc - Sag t transit gives 
quick check of span lengths for powerline pro- 
ject in Thailand. P.C. Evans (tables) Oct. 19 *112 


Tampa Electric Co — Adopts underground 
service policy (N) Nov. 16 ............. <a ee 
Color styling improves overhead distribution. 
E.K. Nelson July 20........ : *24 
Computer study guides grid growth. R. H. 
Arnold Aug. 24 
Designs Plant City, Fla. distribution for. 
eye appeal. Woodall & Marrone Nov. 23.... 
Heat recovery systems prove successful, 
Leach Jr. & Murray July 13...............+ 
Texas Electric Service Co — Contracts for 
eleven 345-kv breakers (N) Sept. 21 
Guard protects bucket controls. Howard & 
Edwards July 13. i 
Transitel International Corp - Remote 1 meter 
reading trial termed success (N) Sept. 28 ....... 
Tung Sol Electric, Inc — Photoelectric controller 
uses ‘flasher’ concept. H. Shavel Aug. 10........ *67 


Union Electric Co — 81-sq blocks in St. Louis 
relighted Oct. 19... 
Phantom load tests ee meters. 
H.E. Siebert Aug. 2 ° 
Portable tool rooms cut unit downtime 
Oct. 5 
Senior citizens project ‘(N) Dec. 14.. 
US Steel Corp — ‘Power styling’ is for 
‘structural’ renewal (N) Nov. 16... 


Virginia Electric & Power Co — Carolina- 
Virginia companies form power pool. A.J. 
Skaale (tables & map) Aug. 17 costs 
Cleans pole top to improve ene: O.M. 

Tuck Dec. 7 i 
First 500-kyv transformer (N) Nov. ‘ 
Gets reduced railroad rates (N) Se. = 
Project to use 500-ky SF6 power circuit 
breakers ( N) July 6.. ; 
‘Team concept’ needed for line work. 
Darden & Faust July 13 


jashington Public Power Supply System — Asks 
remand of FPC licensing of ~—- Mountain 
Sheep Dam (N) July 6 ...........0+ 
Pacific Coast 500-ky ac interties — plans 
jell (map & table) Aug. 31 ...........:ccc00e 
Washington Water Power Co — Tape recorder 
speeds note taking Oct. 5 
Waylite Co of Chicago — Fly ash plant i in Op- 
eration (N) July 13. ~e i 
Western Energy Supply ‘and Transmissio on 
Associates (WEST) — How WEST began; how 
it approaches planning task. Nov. 16 ............ 
Plans 750-Mw coal-fired plant for ’69 (N) 
Sept. 
SW utilities plan $10.5 
(map) Sept. 28 . ee ibis 
WEST: a milestone in regional § powe 
planning (Ed) Oct. 5 packcinebscaenbesace 
West Penn Power Co — Computer progr: am 
eliminates rough guesses. Hartwig & Lippo 
(charts) Nov. 16. i panes 
4-track recorder monitors substation loads. 
Charles Morrison Oct. 


“billion expansion 





Local! sales information now secured 
quickly Oct. 19 ? 
Management in sales — report Select task 
force directs sales tactics Aug. 24 . 
Two steps aid front-end work Dec. 14 
Western Mass Electrical Co — Utilities estimate 
4,100-Mw peaking potential on Connecticut 


River (N, map) Nov. 9 . 5 
Westinghouse Electric Corp — Antitrust 

settlements (N) Aug. 10 

Better cooling increases generator 
capabilities. Baudry & King Nov. 2 

Butterfly valves to control Pit River (N) 
PN SOP ccsscpensisnncin alist 

California rejects low bid on Japanese 
generators; Westinghouse gets $6- 
million orded (N) July 6 

Core design figures in nuclear fuel economics. 
Dollard & Rosenblatt (tables) Nov. 16 

EHV laboratory can test through 1,000 kv 
(N) Dec. 14 sada i 

Earnings rise 20% in second quarter (N) 
July 20. sad pcecahenin 

Electric utility sales boost earnings (N) 
Oct. 19 ‘ ; 

Enameled-foil transformers offer flexibility. 
H.W. Book Aug. 24 .... aya 

500-kv CB ready for shipment to VEP Co 
project — NELPA meeting July 27 


4-track recorder monitors substation loads. 
Charles Morrison Oct. 19 

Gas turbine-steam turbine combination ex- 
pands utility system economically. Stephens 
& Baldwin (charts & table) Aug. 10 *58 

Gets $9-million Cape Cod turbine order (N) 
Aug. 24 

‘Indirect’ tests verify ratings of 500-kv CB’s. 
R.G. Colclaser Jr. (charts) Oct. 19 

Key home services united into one compact 
package Sept. 7 

Laminate developed for high temperature (N) 


Oct. 19 . 

In-line control computers are increasing. 
H.L. Smith Sept. 7 

Optimize Hawaiian underground distribution. 
J.F. Richardson Jr. & others (chart & 
tables) Aug. 10 3 es 

Probability math shows benefits of pooling. 
J-H. Cronin (charts) July 13 

Rapid transit system simulated by computer 
(N) July 27 : 

Ready-made stress cone signals faults. 
Lockie & Suelmann Sept. 21 

Surge generator in new test facility (N) 
Oct. 26 


*111 


$2-million machine tools turbine frames 


(N) Aug. 10 


What BIL’s for 500-kv substations? 
C.L. Wagner & others (tables) July 27 
Westinghouse Electric International — Desal- 
ination and power plant ordered for Virgin 
Islands (N) Nov. 9 ‘ 
Venezuela places order for three generators 
(N) Sept. 21 
Wisconsin Electric Power Co — Farm exhibitions 
promote total-electric concept Aug. 24 
Hoist speeds stringing of 477-MCM ACSR 
Aug. 10 
Fight pole-top fires with long wand. A.G. 
Froehlich Dec. 14 
Lower tree section safely with t-snub. 
K. Smith Dec. 14 
Simplify tapping of underground secondary. 
C.N. Peters Aug. 10 
Wisconsin Power & Light Co — Farm exhibitions 
promote total-electric concept Aug. 24 
Underground distribution costs trimmed 
(N) Aug. 10 


Young & Rubican, Inc — Work record facsimile 
transmitted for safety. R.M. Carpenter 
Aug. 10 

Yukon Electrical Co — Electricity comes to 
village of Old Crow (N) Sept. 21 


AUTHOR INDEX 


A 


Abbott, Richard: Chemicals sought for tree 
control Dec. 28 

Adler, D.G.: How utilities can figure nuclear 
fuel costs Sept. 21 

Aho, C.P.:; Pelletized herbicide controls rural 
R/W Dec. 14 

Alexander, G.W. & L.C. Weber: Weather data 
give electrical design criteria Oct. 19 104 

Anderson, Merle W.: Field tests confirm 345-kv 
structural design Oct. 19 

Ardery, Lafe Jr.: Tool handles pulverizer balls 
easily Dec. 28 

Arnold, R.H.: Computer study guides grid growth 
Aug. 24 *45 

Arrants, William: Develop constructive apprentice 
program Nov. 16 


*106 


*142 


B 


Bacquet, E.A. & L.R. Stensland: Uninterrupted 
power for computer system Aug. 10 *68 

Baer, C.M. & L.W. Coombe: Levels workload on 
men and resources withCMP and MARS Sept. 21 *110 

Baldwin, C.J. & J.0. Stephens: Gas turbine- 
steam turbine combination expands utility 
system economically Aug. 10 *58 

Baudry, R.A. & E.I. King: Better cooling 
increases generator capabilities Nov. 2 

Bender, F.J. & J.V. McBride: Two 4,300-ft 
submarine cables sunk 5 ft deep in channel 
bottom Sept. 14 

Benesch, Dick: Electrostatic-stress tests aid 
cable splicers Aug. 10 

Betz, P.L. & O.W. Lusby: Epoxy tape used in 
cable terminals Sept. 28 

Bishop, C.F.: Remote control cuts outage time 
Dec. 7 

Blachford, L.D.: Brazil’s power industry growth 
lags Aug. 10 
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cost break-through Nov. 9 

laska, J.E.: Cut testing time of multi-contact 

breakers Oct. 5 
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promise Dec. 28 
Trends in distribution Nov. 16 

Book, Herbert W.: Enameled-foil transformers 
offer flexibility Aug. 24 

Braswell, J.L. & others: Tele-processing to 
save $1-million July 13 

Braymer, Daniel T.: Pace of EHV progress 
quickens Dec. 28 

Brown, A.N.: Microfilm and video speed customer 
information July 27 

Brown, Walter D.: Regional groups to coordinate, 
expand Dec. 28 

Busby, N.D.: Make OCR hangers Aug. 10 


Cc 


Cannon, G.S.: Switch substation capacitor banks 
July 20 *29 

Carlson, H.A.: ‘Power block’ for bulk peaking 
requirements July 27 *73 

Carpenter, R.M.: Work record facsimile trans 
mitted for safety Aug. 10 

Cavanaugh, H.A. Jr. & J.J. Raffone: Look for 
accelerated R&D efforts Dec. 28 

Chun, C.Y.K. & others: Optimize Hawaiian 
underground distribution. Aug. 10 

Clarke, R.M.: Concrete poles aid spacer cable 
gain Sept. 21 

Clayton, J.M. & others: What BIL’s for 500-kv 
substations? July 27 

Colclaser, R.G. Jr.: ‘Indirect’ tests verify 
ratings of 500-kv CB’s Oct. 19 

Collier, Charles S.: Fluorocarbon gas used as 
transformer insulation Oct. 5 

Coombe, L.W. & C.M. Baer: Levels workload on 
men and resources with CMP and MARS 
Sept. 21 

Copin, B. & P. Liebray: Computer keeps tabs on 
new EDF plant near Paris Aug. 24 

Crockett, C.C.: Mechanized construction 
reshapes organizations July 13 

Cronin, J.H.: Probability math shows benefits of 
pooling July 13 

Cummings, J.K. & C.A. Kemp: Ready operations 
center for Colorado River plants July 6 

Cutter, C.H.: Hydraulic mechanism operates high 
voltage switch station Nov. 16 


D 


Damon, John D.: Management will lead sales 
drives Dec. 28 
Top management takes leadership in sales 

Aug. 24 

Darden, G.P. & W.W. Faust: ‘Team concept’ 
needed for line work July 13 

Deinema, G.R.: Split-cone guards protect 
bushing caps Aug. 10 

Dollards, W.J. & H.B. Rosenblatt: Core design 
figures in nuclear fuel economics Nov. 16 


E 


Edwards, W.A. & B.G. Howard: Guard protects 

bucket controls July 13 
Einwechter, W.S. & R.M. Pennypacker: Single- 

bus design proves best for substations Nov. 2 
Engelman, William C.: Protect potheads with 

plastic guards Aug. 10 *92 
Ensor, A.H. & R.H. Jenks: High-count demand 

meter system prints output Oct. 12 *28 
Evans, O.Y. & others: Tele-processing to save 

$1-million July 13 *70 
Evans, Philip C.: Sag transit gives quick check 


of span lengths Oct. 19 *112 
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Faust, W.W. & G.P. Darden: ‘Team concept’ 
needed for line work July 13 

Finger, J.L.: 15-kv, secondaries plowed in 
simultaneously Dec. 14 

Fitzmaurice, E.J.: Static inverter provides ac 
for critical load Dec. 14 

Foss, J.C. & F.G. Webb: Utility converts old 
de site to 160-Mva network sub Sept. 7 

Francis, Seseen: Building owner gets quality at 
low cost with heat pump Nov 

Frankel, Herbert R.: Regulatory rulings 
could shape '65 Dec. 28 

Frick, Martin L.Jr.: Buckets trigger changes in 
crew size, vehicle upkeep July 13 

Froehlich, A.G.: Fight pole-top fires with long 
wand Dec. 14 

Fulton, A.B. & L. Warren: Trailer strings 
distribution line Aug. 10 


G 


Gaiennie, D.E.: ‘Retired’ transformers used for 
training Dec. 14 

Galligan, T.J. Jr.: ‘Transportation’ is co-captain 
of vehicle selection team July 13 

Gallina, R.J.: ‘Driver’ inserts soil-resistivity 
needles Aug. 10 

Garrison, B.R. & others: Tele-processing to save 
$1-million July 13 

Garvin, D.F.: Electric utilities: How big the 
horizons? Oct. 26 

Gausmann, R.W. & W.O. Montgomery: New pool 
to reward accurate load forecasts Dec. 21 

Gorzegno, W.P. & R.J. Zoschak: Gas-turbine 
supercharged cycle offers steam generator 
savings Oct. 5 

Goudelock, Don R.: Three tests check quality of 
silver plating Dec. 14 

Gradner, L.R. & W.G. Purser Jr.: Steel-pole 
feeders serve underground distribution Aug. 3 

Griffin, T.A. Jr. & R.M. Higbie: 345-kv sub- 
Stations rising on 7 sites Sept. 7 


H 


Hartwig, C.H. & V.A. Lippo: Computer program 
eliminates rough guesses Nov. 16 

Higbie, R.M. & T.A. Griffin Jr.: 345-kv sub- 
stations rising on 7 sites Sept. 7 

Hooper, D.E.: Spacer cable, reclosers stormproof 
13-kv system Nov. 30 

Houghton, M.W. & N.B. Nelson: Protector 
‘safeties’ pedestal edge Nov. 30 

Howard, B.G. & W.A. Edwards: Guard protects 
bucket controls July 13 

Hurley, E.J.: A VP solves shrinking farm load 
Aug. 24 


* 





Jenks, R.H. & A.H. Ensor: High-count demand 
meter system prints output Oct. 12 
Johnstone, J.L.: Cart keeps chain-falls handy 
Dec. 14 
Photoelectric device ends dumper damage 
Dec. 14 
Plastic shields personnel from acid Dec. 14 
Jones, C.C.; Tables aid in pole selection 
Dec. 14 


K 


Kelly, D.V. & R.M. Laverty: 2 supercritical 
steam units to make station largest west of 
Mississippi Nov. 2 

Kemp, C.A. & J.K. Cummings: Ready operations 
center for Colorado River plants July 6 

Kenrick, A.E. Jr.: Five-part program reduces 
vehicle accidents Dec. 14 

King, E.I. & R.A. Baudry: Better cooling 
increases generator capabilities Nov. 2 

Klinger, Bernard R 
repair trips Dec. 14 

Komives, L.I.: Lists Cornell EHV test 
achievements Nov. 2 

Kouwenhoven, W.B. & others 
measured in live line work Nov. 30 

Kresser, J.V. & others: Optimize Hawaiian 
underground distribution Aug. 10 


Plastic window saves 


Body currents 


L 
Lark, W.F.: Special boring bar facilitates turbine 
overhaul Nov. 30 
Lauder, J.W. & R.C. Blankenburg 
cost break-through Nov. 9 
Laverty, R.M. & D.V. Kelly: 2 supercritical 


steam units to make station largest west of 


Mississippi Nov. 2 

Leach, G.D. Jr. & J.C. Murray 
systems prove successful July 13 

Leak, J.V.: Cut time for checking standard 
calibration Dec. 14 

Levitsky, F.J.: Life test board developed for 
watthour meters Oct. 5 

Lewis, H.A. & W.M. Pope: Emergency 
supervisory channel saves Sept. 28 

Liebray, P. & B. Copin: Computer keeps tabs 
on new EDF plant near Paris Aug. 24 

Lippo, V.A. & C.H. Hartwig: Computer program 
eliminates rough guesses Nov. 16 

Lockie, A.M. & R.W. Suelmann: Ready-made 
stress cone signals faults Sept. 21 

Luff, H.C.: Inerting prevents furnace explosions 
Aug. 3 

Lusby, O.W. & P.L. Betz: Epoxy tape used in 
cable terminals Sept. 28 


URD achieves 


Heat recovery 


M 

Macdonald, R.G.: Goal ld homes 
electrically Aug. 24 

Maguire, C.: 345-kv pothead design aids 
installation Dec. 28 

Mako, Paul: Flying crane proves out in flat 
terrain Sept 

Marrone, P.W. & H.E. Woodall: Designs distri 
bution for eye appeal Nov. 23 

Marsh, Cedric: Adjustable base assembly for 
tapered masts July 13 
Guyed Y towers for 500-kv Canadian line 

Aug. 24 

Marx, T.1.: Pertinence of spectral radiation to 
outdoor lighting controls Oct. 5 

Mazzara, Guiseppe: Frame simplifies use of 
rodding tape Dec. 28 

McBride, J.V. & F.J. Bender: Two 4,300-ft 
submarine cables sunk 5 ft deep in channel 
bottom Sept. 14 

McGraw, Michael G.: Electric utility methods - 
reports Aug. 10 *69-134, Oct. S *81-130, 
Dec. 14 *83 
Total work outlays will continue up Dec. 28 

Mercier, Carl E.: Corona detector checks 
insulation quality July 13 

Meyer, L. & J.W. Young: Integrator gives hourly 
net system load Aug. 10 

Miller, C.J. Jr. & others: Body currents measured 
in live line work Nov. 30 

Millerbernd, Paul A.: Design 69-kv substation 
and line in tubular steel Sept 

Mock, Jesse: Which way for federal power 
policy? Dec. 28 

Montgomery, W.0. & R.W. Gausmann: New pool 
to reward accurate load forecasts Dec. 21 24 

Morris, Ray: Handle 250-Mva transformer without 
crane Aug. 10 


heat 


*104 


16 


Morrison, Charles: 4-track recorder monitors 
substation loads Oct. 19 

Mouton, R.W. & M.W. Stumpf: 12-sided single 
poles carry 760-Mva capacity line Nov. 16 *94 

Murray, J.C. & G.D. Leach, Jr.: Heat recovery 
systems prove successful July 13 

Myers, H.: 735-kv disconnect switch for Hydro 
Quebec Nov. 16 


*111 


*118 


*139 


Nagel, T.J. & G.S. Vassell: Analysis leads 
to optimum generation reserves Dec. 14 

Negroni, J. & K.P. Roberts: Submarine cable 
links Puerto Rican islands Oct. 26 

Nelson, E.K.: Color styling improves overhead 
distribution July 20 

Nelson, Nels B.: Electric pump for most manhole 
jobs Oct. 5 

Nelson, N.B. & M.W. Houghton 
‘safeties’ pedestal edge Nov. 30 

Nolet, Edward: Van carries one-man meter test 
shop Aug. 10 


Protector 


0 


Oerthel, R.H.: 33-kv reliability improved by 
arresters Aug. 24 

Olmsted, Leonard M 
survey Oct. 19 

Olmsted, L.M. & George Swift 
keep growing bigger Dec. 28 


8th steam station design 
*113 


Unit capacities 


Patton, A.D. & others: Optimize Hawaiian 
underground distribution Aug. 10 

Pennypacker, R.M. & W.S. Einwechter: Single- 
bus design proves best for substations 
Nov. 2 

Perry, E. Robert: Laser system monitors EHV 
current Nov. 30 

Peters, C.N.: Simplify tapping of underground 
secondary Aug. 10 

Pfitzer, August C.: 115-mile line to Memphis 
designed for 500-kv Nov. 2 

Phillips, R.E.: Central steel assembly cuts 
substation cost Dec. 14 

Pollock, R.S.: Coal trip automated 
cut Sept. 14 

Pope, W.M. & H.A. Lewis: Emergency super- 
visory channel saves Sept. 28 

Prem, Lawrence: Fluid-metal MHD/steam binary 
cycle developed Oct. 19 

Purser, W.G. Jr. & L.R. Gardner: Steel-pole 
feeders serve underground distribution Aug. 3 


manpower 


Radtke, R.C.: Long motor life begins with 
assembly Aug. 10 

Raffone, J.J. & H.A. Cavanaugh Jr 
accelerated R&D efforts Dec. 28 

Reese, Robert L.: Tests prove 500-kv armor 
rods corona free Dec. 14 

Richardson, J.F. Jr. & others: Optimize 
Hawaiian underground distribution Aug. 10 

Roberts, K.P. & J. Negroni: Submarine cable 
links Puerto Rican Islands. Oct. 26 

Rorden, H.L. & others: Body currents measured 
in live line work Nov. 30 

Rosenblatt, H.B. & W.J. Dollard: Core design 
figures in nuclear fuel economics Nov. 16 


Look for 


Schleif, F.: ‘Over-the-road’ mobile lab covers 
scattered projects Aug. 10 

Schremser, L.C.: Patrol planes!warned of 
hazards Aug. 10 

Shavel, H.: Photoelectric controller uses 
‘flasher’ concept Aug. 10 

Shepherd, William M.: Support not enough - it 
takes leadership Aug. 24 

Siebert, H.E.: Phantom load tests thermal 
meters Aug. 24 

Simpson, J.W. & others: Body currents measured 
in live line work Nov. 30 

Skaale, A.J.: Carolina-Virginia companies form 
power pool Aug. 17 24 


(Ed) Editorial. “Illustrated. (N) News. (R) Reference Sheet. 


Skaggs, H.C. Jr.: Flyash sampling: guide to 
better combustion Sept. 21 

Slaton, Keith A.: Reorganization, use of 
computer cuts labor and inventory in stores 
department Dec. 14 

Smith, H.L.: On-line control computers are 
increasing Sept. 7 

Smith, K.: Lower tree section safely with t-snub 
Dec. 14 

Snipes, Lory: Modify flame rods to reduce 
maintenance Nov. 2 

Stathakis, G.J.: Nuclear power drives energy 
costs down Oct. 5 

Steen, Frederick: Simplify updating of dispatch 
board Nov. 30 

Stegeman, Arthur J.: 15th annual electrical 
industry forecast 1965-1980 Sept. 21 
Mobile equipment today July 13 

Stensland, L.B. & E.A. Bacquet: Uninterrupted 
power for computer system Aug. 10 

Stephens, J.0. & C.J. Baldwin: Gas turbine-steam 
combination expands utility system 
economically Aug. 10 

Stephens, W.J.: Economics justifies heavier 
distribution feeders Oct. 12 

Stumpf, M.W. & R.A. Mouton: 12-sided single 
poles carry 760-Mva capacity line Nov. 16 

Suelmann, R.W. & A.M. Lockie: Ready-made 
stress cone signals faults Sept. 21 

Swift, George & L.M. Olmsted: Unit capacities 
keep growing bigger Dec. 28 

Sykes, J.H.M.: British power report poses 
dilemma Nov. 23 
European ‘EEI’ meets at Stockholm Aug. 10 
Power developments discussed at Lausanne 

Nov. 2 
UN meeting hears nuclear piogress reports 
Oct. 5 


T 


Taylor, J.A.: Simplify change from bolted to 
compression connections Aug. 10 

Tuck, O.M.: Cleans pole top to improve 
operations Dec 


Vander Veen, E.J.: Training stresses safe, 
effective use of aerial buckets July 13 

Vansickie, G.C.: Will new station overheat 
river? Dec. 28 

Vassell, G.S. & T.J. Nagel: Analysis leads to 
optimum generation reserves Dec. 14 


Ww 


Wagner, C.L. & others: What BIL’s for 500-kv 
substations? July 27 

Warren, L. & A.B. Fulton: Trailer strings 
distribution line Aug. 10 

Webb, F.G. & J.C. Foss: Utility converts old dc 
site to 160-Mva network sub Sept. 7 

Weber, L.C. &G.W. Alexander: Weather data give 
electrical design criteria Oct. 19 

Wiese, David: Lone guyed-V aluminum tower 
makes crossover Aug. 10 

Williamson, George E.: Utility buying to 
continue heavy Dec. 28 

Wilson, D.K.: Basket crew Esprit de Corp’s is a 
must Aug. 10 

Wilson, Harry C.: New needs spur microwave 
system expansion Sept. 7 

Wood, H.B.: Boosts generator output 81.5 Mw for 
$17 per Kw July 27 

Woodall, H.E. & P.W. Marrone: Designs 
distribution for eye appeal Nov. 23 


Young, F.S. & others: What BIL’s for 500-kv 
substations? July 27 

Young, J.W. & L. Meyer: Integrator gives 
hourly net system load Aug. 10 


zZ 


Zoschak, R.J. & W.P. Gorzegno: Gas-turbine- 
supercharged cycle offers steam generator 
savings Oct. 5 
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*118 


*45 








